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The Offices of the Commercial Intelligence Branch of the 
Board of Trade are at 73, Basinghall Street, London, E.C. — 
registered telegraphic address, “ Advantage, London ; ” Code, 5th 
Edition A.B.C.; telephone number, 12807 Central. ‘A. statement 
of the objects and work of the Branch will be found on p. 52. 


Attention is directed to the Sample Room at the above ditdheen, 
the latest additions to which are the following :— 





Reference in “ Board 


of Trade Journal,” 
Samples, 





Date. Page. 





“Vegetable” Asbestos produced in Chungking ... --. | 24th Dec., 1908 | 620 
Silk from Wild Cocoonsin Manchuria ... eve we, 574 
“ Machetes” sold in Panama ary &@ as > 516. 
Cardigan Jackets and ‘“ Shal” sold at Diarbekir .. | 10th ,, 494 
Rice and Cotton from Bolivia one see «| 12th Nov. 333- 
Cotton Goods sold in Turkey + jos coe on b 204 
Bean Oil from Japan .. see oss eos ove 184 
Filasse produced from Ramie fibre oat ose see dee 129 
Copper Ore from Trebizond . eee ove ove ove 128 
Natal grown Maize ... eee ee eee mt we 130- 
Cloaks and Jacket worn at Mosul ... si ove “a . 606" 
Tobacco-seeds from Smyrna... eee 577 
Cotton Prints of Spanish origin sold at Adrianople - 532 
Braces of French make, and Hinge, Knife and Fork of 

American make, sold in Bahia ... ded Sad 466° 
Ramie Fabrics woven in Wuchang .. 487 
Rope and Twine manufactured from the Caranday Palm 

in Argentina... »-. | 16th July 136 
Shelf Hardware of American ‘make ‘sold in Canada ied Fo - 107 
Polishing Grass from Antung wie _ out acl «¢ of | 139 
Antimony refined at Wuchow end ane = dn a — 











*.* Particulars are given on p. 51 respecting the Register of 
British firms who may desire to receive Confidential Information 
relative to their respective trades. 

Trade Enquiry Offices have been established at 73, Basinghall 
Street, E.C., by the Governments of the Dominion of Canada 
and Queensland. A-list of Colonial Trade Enquiry Offices will be 


found on p. 92. 


OPENINGS FOR BRITISH TRADE. 


| BRITISH INDIA. 
The Secretary of State for India in Council is prepared to receive 
tenders for the supply of covered goods wagons, 
pone anene, - wheels and axles, rails and fishplates, coach 
screws and 60-feet spans. ‘The conditions of 
contract may be obtained on application to the 
Director-General of Stores, India Office, White- 





Fishplates, Spans, 
&c. 
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hall, S.W., and tenders are to be delivered at that office by 2 p.m 
on the 12th January. 

A copy of the conditions and specifications may be consulted by 
British makers on application at the Commercial Intelligence 


Branch of the Board of Trade, 73, Basinghall Street, London, E.C. 





CANADA. 


The following commercial enquiries have been received at the 
Offices of the High Commissioner for Canada, 17, 
Victoria Street, London, S.W., whence further 
information regarding them may be obtained: — 


HOME ENQUIRIES. 

An enquiry has been received from a London firm manufacturing 
paint and varnish specialities respecting the appointment of active 
and responsible agents in Canada. 

A Birmingham firm wish to open up business connections with 
Canada in rustless metal cycle rims. 

A South of England firm state that they often receive applica- 
tions for farms in Canada, and would like to hear from agents in 
the Dominion who could arrange such business. 

An enquiry has been received from a firm in Scotland manufac- 
turing all kinds of twine, ropes, sailcloth, canvas, &c., for the 
names of persons in Western Canada and British Columbia willing 
to represent them. 

A London firm manufacturing knitted hosiery wish to open up 
business connections in Canada. 

An Irish correspondent wishes to get into touch with Canadian 
textile manufacturers, chemists, &c., who may require supplies of 
Trish moss. 

An enquiry has been received from a corréspondent in Dublin 
for the names of Canadian grain and flour exporters to Ireland. 

A London firm wish to get into touch with Canadian importers 
of wire, glazed wall tiles, enamel ware, picture mouldings, &c. 

CANADIAN ENQUIRIES. 

A Canadian correspondent doing business with the wholesale 
grocery trade in the Dominion, as well as with the wholesale drug 
and hardware and the dry goods trade, wishes to secure the repre- 
sentation of some United Kingdom firms in these lines. 

A Canadian firm manufacturing wooden fibre articles (butter, 
lard and pie plates, &c.) wish to get into touch with United King- 
dom, Australasian and South African firms who could be of assist- 
ance to them in disposing of such goods. 

A British Columbia correspondent wishes to hear from likely 
buyers in the United Kingdom of a developed coal property in that 
Province. 

A New Brunswick firm interested in the development of an 


Commercial 
Enquiries. 
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CANADA—continued. 


asbestos property in the Province of Quebec wish to hear from a 
firm in the United Kingdom who could assist them in obtaining — 
capital. | 

A Montreal firm dealing in building materials are seeking a few’ 
additional agencies of English and Scotch manufacturers, and a 
representative is about to visit England with a view to making 
the necessary arrangements. 

A correspondent in Novia Scotia wishes to get into touch with 
United Kingdom pickle manufacturers, &c., prepared to purchase 
supplies of cider vinegar. 

A Toronto firm wish to secure the representation of United 
Kingdom manufacturers of dry goods. 

A Canadian firm wish to get into touch with United Kingdom . 
firms for whom they might act as buying agents for wood products. 

A British Columbia firm of manufactarers’ agents wish to secure 
the exclusive agency for that Province of United Kingdom manu- 
facturers of galvanised iron (flat sheets), galvanised wire poultry 
netting, wire rope, cast-iron piping, &c. 

A Toronto correspondent wishes to secure the agency for some 
United Kingdom manufacturers desiring to enter the Canadian 
market. 

A correspondent at Vancouver (B.C.) is desirous of securing the 
representation in British Columbia of United Kingdom manufac- 
facturers of cloth, carpets, linoleums, men’s underwear and hosiery, 
waterproof clothing, &c. 

A Nova Scotia firm desire to obtain the representation of United 
Kingdom manufacturers. 

A Vancouver (B.C.) firm reporting a good demand in British 
Columbia for paints desire to secure the agency of some United 
Kingdom manufacturers. 

A Canadian correspondent in touch with the paint and varnish 
trades in the Dominion wishes to secure the agency of some United 
Kingdom exporters of shellac, as well as of paints, varnishes, &c. 

A manufacturers’ agent at Halifax (N.S.) wishes to get into 
touch with United Kingdom firms requiring representation in the 
Maritime Provinces. 

A manufacturers’ agent at Vancouver (B.C.) wishes to secure 
agencies of United Kingdom firms. 

An enquiry has been received from a firm at Toronto for the 
names of United Kingdom chemical manufacturers requiring repre- 
sentation in Canada. 


Note —For further information regarding any of the above» 
application should be made to the High Commissioner for Canada, 
17, Victoria Street, London, S.W. 


* * + . 
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CAN ADA—continued. 


The following commercial enquiries have been received at the 
Canadian Government City Trade Branch, 73, Basinghall Street, 
London, E.C., whence further information regarding them may be 


obtained : — 
HOME EN QUIRY. 


A business man who visits Canada regularly and claims an 
influential connection among Canadian hardware merchants, is 
prepared to represent a few additional Sheffield and Birmingham 
firms of established reputation. He makes his next trip in April. 


CANADIAN ENQUIRIES. 

A-Canadian company seek a market for quantities of bugle, 
blade, thigh and other bones suitable for the manufacture of tooth- 
brush, knife and similar handles, and wish to get into correspond- 
ence with United Kingdom buyers. 

_A Montreal firm seek additional agencies in fancy goods, art and 
metal goods, and glassware. United Kingdom references. 

_A Canadian company manufacturing torned goods, such as 
rolling pins, ironing boards and various domestic nove]ties and 
specialties made of wood, invite correspondence from United 
Kingdom buyers of these articles. 

| A company. operating a woodworking plant in Nova Scotia, 
in a centre surrounded by inexhaustible supplies of hard and soft 
woods, seek additional capital for the development of their business 
and would like to get into touch with persons who would be pre- 
pared to invest capital in the undertaking. 

A firm in Saskatoon (Saskatchewan) wish to receive the 
catalogues of manufacturers of smallwares and narrow valence lace. 

A firm of importers and agents in Toronto, a member of which 
4g at present on a visit to the United Kingdom, would like to get 
into communication with manufacturers of grocery specialties and 
particularly of preserved fish, who seek Canadian business. 

A Toronto manufacturers’ agent and broker wishes to obtain 
some agencies in grocery and hardware. 

Note.—-For further information regarding any of the above, 
‘application should be made to the Canadian Government City Trade 
Branch, 73, Basinghall Street, London, E.C. 





QUEENSLAND, 


The following commercial enquiry has been received at the Office 
! , of the Agent-General for Queensland (Commercial 
| Commercial Enquiry Branch), 73, Basinghall Street, London, 

euquiry. E.C., whence further information regarding it 


may be obtained :— 
A wanufacturers’ agent leaving London early in February for a 
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twelve months’ business: trip, visiting all Australian and New 
Zealand ports, wishes to secure additional agencies—principally 
hardware and kindred goods... Three years’ experience in London 
representing English manufacturers for export. 


Note.—For further information regarding the above, application 
should be made to the Offise of the Agent-General for Queensland 
(Commercial Enquiry Branch), 73, Basinghall Street, London, E.C. 





SOUTH AUSTRALIA. 
‘Art, Trade and Industry” (Adelaide) of 19th November 


publishes a notice inviting tenders for the 
+ mag construction and delivery of ons _ bucket 

53 dredger, one tug, and two copper barges. 
Copper Barges. = anders will be received, up to 28th April, 
1909, at the Engineer-in-Chief’s Department, Adelaide. 


Bucket Dredger, 





CAPE OF GOOD HOPE: 


A few copies of the form of tender for the supply of cut cupboard 
Cut Cupboard locks required by the. General Post Office of 
L Cape Colony (see ‘‘ Board of Trade Journal ” of 
OeSe. 3lst December, p. 635) have been received from 
the Board of Trade Correspondent at Cape Town (Mr. E. J. Cattell) 
and may be obtained by British manufacturers on application at 
the Commercial Intelligence Branch of the Board of Trade, 
73, Basinghall Street, London, E.C. Tenders are due in Cape 
Town on Ist April. 





TRANSVAAL, ° 
Telephone Material. Sce notice on p. 43, 





EGYPT: 


H.M. Consul at Cairo (Mr. A. D. Alban) has forwarded a copy of 
the conditions of tender for the supply of two 
Vertical Boilers. vertical boilers, with accessories, for Tura 
Prisons. Tenders must be submitted to the 
Inspector-General of Prisons, Ministry of the Interior, Cairo, on 
stamped paper,* before noon on the 15th February, and should be 
in sealed envelopes marked “ Tender for the Supply of Boilers.” 
A provisional deposit of £E 50 must accompany each tender. 
The conditions may be seen by British makers on application at 
the Commercial Intelligence Branch of the Board of Trade, 73, 
Basinghall Street, London, E.C. 





* Obtainable from Lieut.-Col. J. H. Western, C.M.G., Queen Anne’s Chambers, 
Broadway, Westminster, London, S.W, ' 
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EGY PT —contiaued. 


H.M. Consul-General at Alexandria (Mr. E. B. Gould, LS.O.), 
reports that tenders are invited up to noon on 

Uniforms, &c. the 20th January by the Egyptian Ports and 

Lighthouses Administration, for the supply of 
uniforms and certain other articles for seamen, &c., for the years 
1909 and 1910. 

Tenders in sealed envelopes marked “Tender for supply of 
uniforms,” must be submitted on stamped paper (obtainable from 
Lieut.-Col. J. H. Western, C.M.G., Queen Anne’s Chambers, 
Broadway, Westminster, London, S.W.), and addressed to the 
Director-General, Ports and Lighthouses Administration, Alex- 
andria. 

A provisional deposit to the amount of 10 per cent. of the total 
value of one year’s supply will be required to qualify any tender. 

Local representation is necessary. 

A copy of the conditions of tender and list of uniforms, Xc., 
required (in English) may be seen by British firms on application 
at the Commercial Intelligence Branch of the Board of Trade, 
73, Basinghall Street, London, E.C. 


A number of copies of the conditions of the supply af fireworks 

(see ‘Board of Trade Journal” of 31st 

Fireworks, &c. December, pp. 636-7), tenders for which will 

be received by the Director-General of Stores, 

Bulag, Cairo, until 15th January and Ist March, have been received, 

and may be obtained by British makers on application at the 

Commercial Intelligence Branch of the Board of Trade, 73, Basing- 
hall Street, London, E.C, 


A copy of the conditions of the supply of 60 tons of refined cotton-_ 

seed oil (tenders for which will be received by 

Cotton-seed Oil. the Egyptian War Office up to noon on 26th 

January) has been received from H.M. Consul 

at Cairo (Mr. A. D. Alban), and may be seen by British firms on 

application at the Commercial Intelligence Branch of the Board of 
''rade, 73, Basinghall Street, London, E.C. 

The necessary stamped paper, specification, &c., may be obtained 
(as noted on p. 636 of last week’s ‘‘ Board of Trade Journal ”) from 
Lieut.-Col. J. H. Western, C.M.G., Queen Anne’s Chambers, 
Broadway, Westminster, London, S8.W. 





SWEDEN, 


The ‘Deutscher Reichsanyeiger” (Berlin) of 2nd January 
contains a notice to the effect that the Com- 
Electrical = nittee which controls the electrical installations 
Machinery, of the town of Alingsas invite tenders for the 
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SW EDEN—continued. 


aqnipment of a transformer station. Sealed tenders, superscribed 
2 BleKtriceha Ausriistung der Umformungsstation der elektrischen 
Anlage der Stadt Atimgcas” must be sent to the above-mentioned 
Committee, and will be opened at noon on the 14th January. 
Documents containing further particulars and plans may be 
procured from Mr. Fredrik H. Lamms, Electrical Consultation 
Bureau, Kungsportsanenyen, No. 28, Gothenburg, on payment of 
30 kronen (1/. 13s. 4d.), which will be reimbursed on the return of 
the documents. 


According to the “ Bulletin Commercial” (Brussels) of 2nd 
January, the representatives of Belgian houses 
Cement. in Sweden have called the attention of cement 
manufacturers to the desirability of having 
their products tested by a competent analytical bureau such as the 
Tekniska Hégskolans Profningsanstalt, at Stockholm, when con- 
templating business with Sweden. By submitting samples of 
cement for analysis to a bureau of this kind, it would greatly 
facilitate matters to be able to declare when occasion demanded 
that the material to be supplied would be in accordance with the 
sample which had been tested. 





SWITZERLAND. 


The ‘ Feuille Fédérale Suisse ” of 23rd December notifies that a 

Electric Railwa concession has been accorded to MM. Charles 

Plant Y Wolf, engineer, of Nidau, Ed. Rufer, notary, 

of Bienne, J. Laubscher, deputy, of Tiauffelon, 

and Dr. R. Hagen, of Anet, for the construction and working of an 

electric railway of standard gauge from Bienne to Anet vid 
Tiauffelen. 

The “ Feuille” of 30th December notifies that similar conces- 
sions have been granted (1) to M. Balestra, advocate, of Lugano, 
for an electric railway from Lugano to Ponte Cremenaga, vid 
Bioggio, Sorengo, Agno and Ponte Tresa; (2) to M. C. Pfaltz, 
engineer, of Chiasso, for an electric railway covering part of the 
route between Chiasso and Muggio. 


The “ Feuille” of 23rd December also notifies that a concession 

has been granted to MM. Alfred Meyer, 

Railway Plant. engineer, Ch. Dufour, hotel proprietor, of 

Chexbres, and Colombet, architect, of Bauma- 

roche and Vevey, for the construction and working of a standard 
gauge railway from Chexbres-village to Baumaroche. 

_ The “ Feuille” of 30th December notifies that a similar conces- 

sion has been accorded to the “Compagnie du chemin de fer des 

Alpes bernoises ” for the railway Berne-Létschberg-Simplon. 
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SPAIN. 


An application has been received at the British Consulate .°* 


Madrid from a British subject i> mat city 
PEAS Tor who is willing to undert#+o the representation 


— of one or two £-0¢ Tate British concerns. Com- 
munications relative teo-+ts enquiry should be sent to the British 
Consulate »+ afadrid. 


The “ Gaceta de Madrid” of 17th December announces that tenders 
may be presented until noon on 20th January 
at the “Gobierno Civil” of Orense, or at the 
‘* Registro de la Direccién general de Telégrafos,” 
Madrid, for the construction and working of an urban telephone 
system in Orense. The contract will be adjudicated at the above- 
named “ Direccién general,’ at il am. on 25th January. A 
deposit of 2,000 pesetas (about 711.) will be required to qualify any 
tender. Local representation is necessary. 

The ‘“‘ Gaceta,” which contains a copy of the conditions and of 
the form-of tender, may be seen by British contractors on applica- 
tion at the Commercial Intelligence Branch of the Board of Trade, 
73, Basinghall Street, London, E.C. 


The “ Gaceta” of 30th December contains a notice to the effect 
that, no award having been made in respect of 

Stationery. the competition for the supply, until 31st 
December, 1910, of stationery, cardboard, &c., 

to the Printing Department of the Municipality of Madrid, a 
second invitation* has now been issued for tenders, which will be 
opened at noon on the 6th February at the Casa Consistorial, 
Plaza de la Villa No.5, Madrid. The “ Gaceta” of 14th November, 
which contains further particulars of the above, may be seen by 
British manufacturers on application at the Commercial Intelligence 


Branch of the Board of Trade, 73, Basinghall Street, London, E.C. 


The “Gaceta” of 3lst December publishes the following three 
. : notices: (1) application by the Municipal Autho- 
Railway oe sea . i: dome " 
rities of Vitigudino to the Direccién General de 
Material. }y;as Publicas, Madrid, for a concession to con- 
struct a railway from Vitigudino to Bocajo; (2) application by 
Mr. D. Francisco Fernandez Llano to the same Direccién for « 
concession to construct. a railway from Trujillo to Logrosan ; 
and (3) application by the company working the railways from 
Madrid to Caceres, Madrid to Portugal, and,the railways in the 


Telephone 
System. 





* As noted in the “ Board of Trade Journal” of 13th August last, p. 305, a 
Epanish Royal Decree of 25th July, 1908, provides that, when a competition has 
been held at which no acceptable tender for the supply of national material has 
been submitted, the second comyetition that may be held for the same contract 
will be open to foreign tenders. 
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SPAIN—continued. 
west of Spain for a concession to construct a railway from Almonox 
to Talavera de la Reina. The terms on which these concessions 
are offered may be ascertained at the Direccién General. Other 
offers are invited for submission within 60 days from the date of 
the notices, viz.,22nd December. Local representation is necessary. 
Mining 


Machinery. See notice on p. 40. 





AUSTRIA~HUNGARY:. 


The ‘ Oesterreicher Zentral-Anzeiger fiir das dffentliche Liefer- 
Cieeeanteia’ ungswesen” (Vienna) of 3lst December an- 
Motor Vehicles. 20Unces that the Mayor of Budapest intends 
‘ shortly to invite tenders for the supply of com- 
mercial motor vehicles for use in connection with reservoir work, 
for carting away refuse and snow and for watering the streets. 
The notice states that foreign as well as Austrian and Hungarian 
firms will be invited to tender. 


? 


The same “ Zentral-Anzeiger” states that the municipality of 

Tokaj, in the county of Zemplén (Hungary), 
Water Works, &c. invite tenders in connection with a canalisation 

project, which will comprise the building of a 
reservoir, and the supply of motors, pumps, pipes, &c. Tenders 
may be sent in up to 28th January. Further particulars of the 
above may be obtained from ‘“ Die Gemeinde Tokaj, Komitat 
Zempién, Hungary.” 


The “ Zentral Anzeiger” also contains a notice to the effect that 
the authorities of the town of Kiskunfélegyhaza 
(Hungary), who had decided to place the 
electric lighting of the town in the hands of 
the Hungarian branch of the Siemens-Schuckertwerke Company 
in Budapest, decided at the last moment to carry out the work 
for their own account, and to order the necessary machinery 
themselves. 


Electrical 
Machinery. 





AUSTRIA-HUNGARY (DALMATIA). 


The ‘‘Oesterreicher Zentral-Anzeiger fiir das Offentliche Liefer- 
ungswesen” (Vienna) \of 20th December 
states, on the authority of the Secretary 
of the Vienna Chamber of Commerce, that a 
comprehensive project is on foot for the 
erection of a 150-room hotel in S. Giacomo, and also for the build- 
ing of an hotel in Canosa on the Lapad Peninsula, one in 
Castelnuovo, another in Teodo, and another in Cattaro. It is also 
proposed to establish a watering-place and an hotel for visitors on 
the Island of Mezzo. 


Building 
Materials, 
Fittings, &c. 
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SERVIA. 


In a recent report the Belgian Minister at Belgrade draws atten- 
' tion to the very large increase of foreign articles 
ee — imported into Servia of late. The iat for 

7“ iron, metals, machinery, &c., have almost doubled 
during the past two years. ‘There is, he says, a good market for 
machinery (hydarulic and electric), machine tools, railway wagons, 
and especially for iron ingots, bar iron, constructional iron, 
steel rails, &c. Moreover, he continues, the Servian Minister 
of Commerce has opened at Belgrade a Commercial Bureau, 
which it is intended to enlarge as soon as possible. When 
this has been accomplished, it will be possible and_ highly 
desirable for merchants to exhibit not only small samples, but. 
also machines, machine tools, and the like used for trade purposes. 


The Government, it is added, have realised that it is only by in- 
creasing the network of railways that the 
natural resources of the country can ba properly 
developed, and plans have been formulated 
which will, in the course of a few years, bring the Servian system of 
railways from about 370 to 900 miles. Of the 35,000,000 francs 
loan which was contracted in 1906 exclusively for railway con- 
struction purposes (see “ Board of Trade Journal” of 31st January, 
1907, p. 218), only about 10,000,000 francs have as yet been 
expended. 


Railway 
Construction. 





MEXICO. 


H.M. Consul-General at Mexico City (Mr. C. E. W. Stringer) 

reports that motor roads are in existence from 

Motor Cars. Mexico City to Cuernavaca and Toluca. In the 

Federal District (in which the capital is situated) 

alone, 754 licences for motor cars had been issued up to 11th March, 

1908, and H.M. Consul-General estimates that there are now 1,000 
cars in the Republic. 





BRAZIL. 


The “ Diario Official ” of 3rd December publishes a Decree, dated 
= a 12th November, 1908, granting to the Com- 
aio panhia Paulista de Vias Ferreas e Fluviaes a 

concession for the construction of a branch 
line of railway starting from the most suitable point on the Jaht 
branch and terminating in the town of Bauri, thus establishing 

a direct connection with the North-Western Railway of Brazil. 

The Decree stipulates that definite plans must be submitted for 
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BRAZIL —continued. 


the approval of the Government within eight months from the 
signing of the contract, and that the line must be ready for traffic 
by the 30th September, 1910. 


The “Diario” of 16th December publishes a Decree, dated 
Railwa 10th December, approving the plans and esti- 
Reeser: 5 mate, amounting to nearly 4,381,250 milreis 
a" (about 273,9001.) submitted by the Director- 
General of Works and Roads relative to the construction of 
a branch line of the Brazil Central Railway from Sabaraé to Santa 
Barbara. 


The “ Bulletin Commercial” (Brussels) of 2nd January states, on 
Preawey the Authority of the Belgian Consul at Porto- 
Material Alegre, that the Municipality of that town 
invites tenders for the construction and working 
of a small electric tramway in the suburban district of Porto- 
Alegre. The line will be three to four miles in length, and the cost, 
providing for rolling stock, rails, &c., is estimated at 32,0001. The 
notice states that, although the date, 30th January, is too close to 
allow of the despatch of tenders from Europe in connection with 
the concession itself, yet the supplying of the actual material may 
be of interest to manufacturers. 





ARGENTINE REPUBLIC. 


H.M. Legation at Buenos Aires reports that a Technical Com- 
mission has left to survey the course of the 


Rainy Sette projected national railways in Patagonia. 





URUGUAY: 


The *‘ Diario Oficial” of 26th November publishes a Decree, dated 
23rd November, authorising the Junta Econo- 
mico-Administrativa of Rocha to enter into a 
contract with Mr. Federico Ribas for the 
lighting of the town of Rocha by electricity. The contract is for 
a term of twenty years. 


Electrical 
Machinery. 





PARAGUAY. 


The ‘“ Diario Oficial” of the Republic of Paraguay of the 8th 
November notifies that the plans presented by 

Railway Plant. the Central Railway of Paraguay for the 
extension of the line to Encarnacién have been 

approved. 
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EXHIBITIONS, 


UNITED KINGDOM. 


The Board of Trade have. been notified that an international 
Sedensite exhibition, to be called the Imperial Inter- 
eteunatienad national Exhibition, is to be held at Shepherd’s 
Exhibition. Bush from May to October of this year. The 
general oflices of the exhibition are at 

Macfarlane Road, Shepherd’s Bush, London, W. 





GERMANY: 


The Board of Trade have received, through the Foreign Office, 
isieeehiahihieaa from the German Ambassador in London a 
Travelling copy of the prospectus of an international 
Exhibition tourists’ and travellers’ exhibition, to be held in 
; the Exhibition Halls of the Zoological Gardens 
at Berlin, from 18th March to 15th May, 1911. The exhibition 
will comprise sections devoted to travelling conveyances, industries. 
connected with travel, tourist agencies and clubs, summer resorts, 
travelling equipments, &c., &c. Letters should be addressed “ An 
die Ausstellungsleitung der Internationalen Ausstellung fiir Reise- 
und Fremden-Verkehr, Berlin W. 50, Ausstellungshalle, Harden- 
bergstrasse.” Registered letters must bear the inscription ‘“ Herrn 
Director Willner.” 
The prospectus may be seen by British traders, &., interested, 
on application at the Commercial Intelligence Branch of the 
Board of Trade, 73, Basinghall Street, London, H.C. 





AUSTRIA~HUNGARY: 


With reference to the notice on pp. 11-12 of the “ Board of Trade 
atieittians Journal” of 2nd July, 1908, relative to an 
etentinenen International Dairy Congress to be held at 
ang ae or Budapest from the 5th June to the llth June 
"next, it may be noted that an announcement 
appears in the “ Journal Officiel” (Paris) of 21st December to the 
effect that an International Dairy Produce Exhibition will be held 
in connection with the Congress from 6th to 10th June. The 
exhibition will comprise three sections, viz :—(1) Dairy produce ; 
(2) machines and apparatus connected with this industry ; (3) 
scientific and experimental. Applications for space will be received 
up to the Ist February, 1909. Perishable articles (under section 1} 
must reach the Exhibition Committee not later than 5th June, 
whilst those which can be preserved must be delivered by 3rd June. 
Articles classified under sections 2 and 3 must be delivered by 1st 
June, 1909. 
Further information can be procured from the Secrétariat 
Général du 1Ve Congrés International de Laiterie, Budapest, V., 
Vigado. 
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CLAIMS BY BRITISH SUBJECTS AGAINST THE. 
OTTOMAN GOVERNMENT. 

The Foreign Office thinks it desirable to call attention to the 
Notice published by the Imperial Ottoman Consulate-General in 
London on the 2nd December, 1908, requesting all persons haying 
claims against the Ottoman Governraent to register such claims at 
the Consulate-General within forty days. 





BRITISH TRADE ABROAD. 


France.——The December issue of the Monthly Circular -of the 
British Chamber of Commerce at Paris draws the attention of 
British exporters to the risk they run in taking classifications from 
English translations of the French Customs Tariff without enquiring 
about the exceptions tothe classes therein specified. For a definite 
classification of imported goods reference must be made to the 
Explanatory Notes of the Customs administration and the decisions 
of the Consultative Committee. 

These Notes may be consulted at the Commercial Intelligence 
Branch of the Board of Trade, 72, Basinghall Street, London, H.C. 





CASH ON DELIVERY SERVICE. 

With reference to the notice on p. 492 of the “ Board of Trade 
Journal ” of 4th June last, relative to the establishment of a cash- 
on-delivery service for the collection and remittance of trude 
charges, the following list of the countries with which this 
arrangement is now in force is given in the Post Office Guide 
for January : 

tBahama Islands (Nassau| Malta 














only) Morocco— 
Bermuda | tTTangier 
§tCayman Islands +Nyasaland Protectorate 
Cyprus St. Lucia 
*Egypt St. Vincent (West Indies) 
§tFiji Islands tSomaliland (British) 
Gambia Southern Nigeria (Lagos, 
+Gibraltar Calabar and Warri only) 
|Gold Coast Straits Settlements 
Grenada Trinidad - 
§Jamaica -Turkey— 
Leeward Islands— tt Beyrout 
[ Antigua, Dominica, Mont- ¢{tConstantinople 
serrat, Nevis, St. Kitts, | +*Salonica 
Tortola (Virgin Islands) ] | ti Smyrna 


The maximum amount of trade charge is 20l. in every case, 
except as regards the Gold Coast, the maximum for which is 10. 
Particulars of the amounts deducted for collection and remittance 
will be found on p. 858 of the Post Office Guide for January. 





* Registered packets bearing trade charges are not admissible. 

+ Insured letters bs » of - 

§ Insured parcels - o “ a 

t The service at these places extends to the British post offices only. 

|| Service limited to Accra, Axim, Cape Coast, Kumasi, Obuasi, Sekondi and 
Tarkwa. 

















14 THE BOARD OF TRADE JOURNAL. (Jan. 7, 1909. 


NOTICES UNDER THE WEIGHTS AND MEASURES 


ACT, 1904. 


The following are copies of Notices (Nos. 74 and 75) giving 
the results of the examination and testing of certain weighing 
instruments and measures for use in trade that have been submitted 
to the Board of Trade under the provisions of Section 6 of the 
Weights and Measures Act, 1904 :— 


(74) 












































FULL SIZE. 
A—Rod to which ball is attached. 
B—Hinged door, fitted with lock and key. 


DoTTED LiNgES—Internal compartments for the reception of loose 
adjusting material, 


The Board of Trade have examined and tested a pattern of a 
balancing ball, of the box form herewith shown, attached to a 
beam-scale of a capacity of 10 lb., submitted to the Department 
under the provisions of Section 6 of the above Act, but as the 
result of the examination of this pattern, when attached to a beam- 
scale for counter use, was not satisfactory, the Board have declined 
to,issue a certificate of approval. 


NotTe.—lInspectors are advised that this decision does not involve 
any opinion with reference to balancing bulls of this type fitted to 
beam-scales which are of greater capacity than those for counter use. 
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Notwes under the Weights and Measures Act, 1904. 





(75) 
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The Board of Trade have examined and tested a pattern of a 
beam-scale of the form herewith shown (capacity 1 lb.), arranged 
to work in conjunction with a small pivotted steelyard and poises 
acting as a compensating or ‘‘ tare” arrangement for deducting the 
weight of the receptacle in which the goods are packed ; but as 
the result of the examination was not satisfactory, the Board have 
declined to issue a certificate of approval under the provisions of 
Section 6 of the above Act. : 
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PAPER TRADE IN TURKEY. 


The following article on the paper trade in Turkey is published 
in the quarterly trade journal for Dacember of the British Chamber 
of Commerce of Turkey :— 


The consumption of paper in general has developed considerably 
“during the past few years, and in spite of the restrictions of the old 
régime, the demand for letter paper and printing paper has pro- 
gressed slowly but regularly. ‘The demand for paper for packing 
purposes has increased with the opening of markets along the 
dine of the Anatolian railway. This trade has always been one of 
the best branches of commerce in the Orient. Although prices are 
low the customers are generally of the best, and the general mode 
of payment is 30 days after delivery, and very often cash against 
bill of lading. 


Packing Paper.—This class of paper has a large and increasing 
sale, and the increase from one year to another is at least 25 per 
cent. The principal qualities are as follows :— 

(1) Paper from struw is imported from Italy, Holland, 
France, and a little from Austria. Prices vary from 10 francs for 
Italian paper, to 20/21 francs for French or Austrian. Italian 
paper is being replaced by that from Holland, which is stated to be 
more satisfactory. Imports of French paper have greatly fallen off. 
This paper is sold weighing 90/110 grammes the square metre, and 
the price, which was ordinarily 164 to 174 francs per 100 kilos. c.1.f. 
Levant ports, has during the past two years risen to 20/214 francs. 
Austrian paper is the thinnest—40 grammes per square metre— 
and is sold in small form in reams and packets. Owing to Austrian 
manufacturers having combined to raise the price on account of the 
special packing required in the Levant trade, this article is being 
replaced by that from Holland. ‘The price is 20 to 22 francs c.f. 
Levant ports. 

(2) Next in importance to straw paper comes wood pulp paper 
highly glazed on both sides, containing 50 to 300 grammes the 
square metre, in various forms, folded and in bales with wood and 
iron hoops, of 100 to 110 grammes. During the past five or six 
years this paper has come exclusively from the Scandinavian 
countries. Swedenand Norway now command the Levant market. 
Constantinople alone consumes 700 to 1,000 tons a year. The 
lowest price was formerly 23 francs per 190 kilos., but two years 
ago the competition of Finland produced a change, and has brought 
down prices to 21 francs. 

In the early part of this year one of the most important paper 
mills in Germany reduced its price to that of Finland; but, as that 
was probably due to slack times, it is not likely to continue. 

(3) Ordinary grey packing paper sells at 16/17 francs per 100 
kilos. c.i.f. Constantinople. The weight ranges from 80 to 200 
grammes per square metre. | 

(4) Red or blue paper glazed and unglazed of similar weight. 
The unglazed used to be sold at 23 francs, and came from the 
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Paper Trade in Turkey. 
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Tyrol, and later from Germany, and now from Belgium at 
20 francs c.i.f. Constantinople. The glazed is worth 1 to 2 francs 
more according to the country whence imported. 

(5) Cellulose paper for packing, glazed on both sides, white and 
coloured, is imported from Austria, Germany and Scandinavia in 
45 to 50 grammes per square metre, and is sold at 34/35 francs for 
the white and 2 francs more for coloured, c.i.f. Constantinople. 

(6) Advertising paper in 24 grammes per square metre, unglazed 
on both sides, from Austria and Scandinavia, was worth 45 francs, 
but now about 37 francs per 100 kilos. c.i.f. Constantinople. 

There are large stocks at Constantinople and in the hands of 
exporters. 

All the above packing papers have a large consumption all over 
Turkey, and the manner of payment is cash with 3 per cent. to 
5 per cent. discount. 


Printing paper.—Since the proclamation of the Constitution and 
the abolition of the Censorship, the demand for this paper has in- 
creased enormously. The old daily papers have increased their 
sale from 3,000 to 15,000, and from 5,000 to 25,000 copies per 
day. New daily papers have also obtained a large sale. Thus in 
July and August, 1908, the stock of this class of paper ran out, 
and whatever paper could be found was used. It is not surprising, 
therefore, that offers to supply printing paper came from many 
countries, and numerous travellers visited Constantinople and other 
important towns. Large purchases have been made, notably in 
Austria, Germany, Belgium and Sweden. 

There are two sorts of printing paper. The unglazed is packed 
in 40, 43 and 48 grammes per square metre in large form, 95 by 
130, and also in larger and smaller sizes. The price of 40 grammes 
varies between 29 and 31 francs according to the quality, c.i-f. 
Constantinople, Salonica, or Smyrna. ‘There is also the glazed 
on both sides of 48/50 grammes per square metre, worth between 
294 and 30} francs. 

The same paper is also supplied in various colours 2 francs 
dearer. 


Writing paper.——This comes principally from Austria, and a little 
from Germany, Belgium, France, and the United Kingdom. 
Ordinary paper ranges from 36 francs to 60 francs, and comes from 
Austria, Germany, and Belgium. From France and England 
the better qualities are imported. 


Cigarette paper mostly comes from Austria, France, and Italy, 
and latterly from Spain. It is sold in reams of 480 leaves in 56} 
by 74 cm. 


Cardboard.—The largest demand is for white cardboard in 66 by 
96 or 70 by 100 centimetres per packet of 25 kilos. It comes 
mostly from Austria, and a small quantity from Finland. The 
demand for other cardboard is unimportant. 
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PROPOSED TARIFF CHANGES. 


RUSSIA. 
The Commercial Attaché to H.M. Embassy at St. Petersburg 
eeaieeil reports that, according to a notice in the | 
miigiiam of *Golos Moskvi ” of 28th November/ lith Dec- 
iatint aes ember, the Council of Ministers has approved, 
Chaemstesin dian for introduction into the Duma, a bill providing 
" for the return of the Customs duty paid on 
in the Manufac- 


chemical materials imported into Russia for 
ae use in the manufacture of matches, on the 
exportation of the matches to foreign countries 





FRANCE. 


The Board of Trade are in receipt, through the Foreign Office, of 
information to the effect that a Bill has been 
laid by the French Government before the 
einen’ Ticker om Chamber of Deputies, proposing to establish a 
a ‘ de Customs duty of 25 francs per 100 kilogs. 
— (under the Minimum Tariff) on milk sugar, 

which is at present exempted from duty. 


Proposed 
Imposition of 








TARIFF CHANGES 
AND CUSTOMS REGULATIONS. 


BRITISH INDIA: 


The “Indian Tariff Journal” for 17th December, 1968, contains a 
Notice stating that the Collector of Customs at 
Calcutta is causing importers of so-called 
ies... condensed milk prepared from skimmed 
ea a Milk milk” to be informed that consignments will 
* not, in future, be passed through the Customs 
House unless tke labels affixed to the tins are conspicuously marked 
with the words “ prepared from skimmed milk.” 


Importation of 
Condensed Milk 





DOMINION OF CANADA. 


With reference to the notices which appeared in the ‘ Board of 
Trade Journal” for 27th August and 10th Sep- 
Date of Operation + mnber last, relative to the regulation of the 
“ af the importation and sale of proprietary or patent 
Proprietary OF medicines in Canada, under Act No. 56 of 1908, 
ame aciaine the Board of Trade have now received a copy of 
Act. the “ Canada Gazette” for 12th December last, 
which contains a Proclamation directing that the said Act shalk 
come into force on Ist April 1909. 

















Jan. 7, 1909. ] THE BOARD OF TRADE JOURNAL. 19 





Tariff Changes and Customs Regulations. 








DOMINION OF CANADA-~ continued. 
A copy of an Appraisers’ Bulletin (No. 294), dated 2nd December, 
Hantorns 1908, has been received giving the following 
entrar rae Customs decisions and rulings relating to the 
rates of import duty leviable on certain articles 
on importation into the Dominion of Canada :— 

Silk fabrics for use as commercial samples are dutiable when 
larger than 6 inches by 6 inches or over 36 square inches. 

Jockey club suspensories made entirely of woven elastic imported 
from Messrs. A. G. Spalding & Brothers are not to be rated for duty 
under item No. 236 as being “suspensory bandages,” but under 
item No. 537, as ‘‘ manufactures of cotton, &c.,” the rates of duty 
being 25 per cent. ad valorem under the British Preferential Tariff 
and 35 per cent. ad valorem under the General Tariff. 

The following rules are laid down respecting the interpretation 
of tariff item No. 362, which reads— 

‘‘ Articles consisting wholly or in part of sterling or other silver- 
ware, nickel-plated ware, gilt or electro-plated ware, n.o.p., manu- 
factures of gold and silver, n.o.p. [British Preferential Tariff 
221 per cent. ad valorem, General Tariff 35 per cent. ad valorem |.” 

The word “ gilt” to apply only to covering with gold. 

The words “‘electro-plated” to apply only in respect of plating 
with silver. 

Other finishes, such as oxidized brass or copper are not to be 
rated as ‘ electro-plated.” 





AUSTRALIAN COMMONWEALTH. 
With reference to the notice which appeared on pp. 21-2 of the 
a) ts: fe Board of Trade Journal,” for 2nd January, 
ia: “tintin 1908, the Board of Trade have received a copy 
(Trade Deserip- of a Bill, which was introduced in the Common- 
tions) Act, 1905.” wealth Parliament on 5th November last, to 
amend the “Commerce (Trade Descriptions) 
Act, 1905,” with reference to the application of the Act to 
medicines or medicinal preparations, and to articles of food or 
drink for infants or invalids in the Australian Commonwealth. It 
is proposed by the Bill to add the following Section to the 
above-mentioned Act :— 
“10a. (1) If with respect to any goods, being— 
‘*(a) medicines or medicinal preparations for internal or ex- 
ternal use ; or, 
“‘(b) articles described as or intended for food or drink for 
infants or invalids. 
it appears to the Comptroller-General after due investigation 
that any label, wrapper, advertisement, or printed matter applied 
to or accompanying the goods contains statements in regard to 
the effects or efficacy of the goods, which are untrue or misleading, 
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AUSTRALIAN COMMONWEALTH—continued. 


or reliance upon which is likely to lead to harmful consequences 
to the users of the goods, the Comptroller-General may in writing 
require the owner of the goods, before their delivery from the 
control of the Customs, to remove or alter the labels, wrappers, 
or advertisements in such way or to such extent as he directs. 

“ (2) Thereupon the Collector may detain the goods until the 
requirements of the Comptroller-General have been complied with, 
or until the goods are entered for export. 

‘“*(3) If the owner of the goods does not, within one month 
after any such requirements have been made, either comply with 
the requirements or enter the goods for export, the goods shall be 
deemed to have been imported in contravention of this Act, and 
may by direction of the Minister be seized as forfeited to the 
King.” 

tis also proposed to repeal Section 16 of the Act, and insert 
the following Section in lieu thereof :— 

“16. (1) With respect to any goods being medicines or medi- 
cinal preparations for internal or external use, or articles intended 
for food for infants or invalids, if the Governor-General is 
satisfied— 

‘“‘(a) that any trade description or part of a trade description 
required by the regulations under Sections 7 or 11 of 
this Act would involve the disclosure of trade secrets 
of manufacture or preparation ; and 

** (b) that such disclosure is not necessary for the protection of 
the health or welfare of the public 

he may by order allow the trade description with respect to 
those goods to be modified in such manner as he directs. 

(2) With respect to goods other than those mentioned in the 
preceding sub-section, the regulations under Sections 7 and 11 of 
this Act shall not prescribe a trade description which discloses 
trade secrets of manufacture or preparation, unless in the opinion 
of the Governor-General the disclosure is necessary for the protec- 
tion of the health or welfare of the public. 

(3) With respect to any goods being medicines or medicinal 
preparations, the regulations may prescribe a trade description 
stating the ailments and diseases which they are intended to 
alleviate or cure.” 





The Board of Trade have received from the Representative of the 
Castiiiiid Attain Australian Commonwealth in London a copy of 
soemiatiii a Customs Order (No. 1,075 of 1908) relating 
Pies to the import duty payable in the Australian 
ak ‘Ooiitebbsirs Commonwealth on advertisements on con- 
W & »  tainers, wrappers, &c., under items 3564 and 
fae, cpa gem 389 of the Australian Customs Tariff. 

















Jan. 7, 1909.] THE BOARD OF TRADE JOURNAL. 21 











_——— 


Tariff Changes and Customs Regulations. 








AUSTRALIAN COMMONWEALTH—continued. 


The following is the full text of the Order :— 

1. For the purpose of this Order an advertisement shall be 
taken to mean any words reproduced or rendered visible by 
printing or by any other means, and referring to— 

(a) Any Australian business, 

(6) Goods other than those to which such words are 
applied, except as hereinafter provided, 

(c) Goods other than those to be placed in containers 
bearing such words, except as hereinafter provided, 

Provided that the following shall not be regarded as advertise- 
ments, viz. :— 

(d) The name, address, and trade mark (but not the nature 
of the business, e.g., ‘‘ Universal Provider” or “Tea Mer- 
chant ”’) of an importer. 

(e) Markings such as “ Terowie Refreshment Rooms” on 
articles for continued and permanent use in the place 
designated. 

(f) Any words used by a manufacturer of more than one 
article or kind of goods, and referring to any or all of the 
articles manufactured by him and applied— 

(a) To any or all of such articles, 

(b) To the packages containing any of such articles, 

(c) In any other way (e.g., by wrapper, leaflet, or enclosure) 
in association with such articles, and remaining with 
them when placed upon the Australian market. 

2. Containers, paper, bearing advertisements— 

(a) Empty or containing goods exempt from duty, or liable 
to duty at specific rates are dutiable under item 356a. 

(b) Containing goods subject to duty ad valorem ; the value 
to be regarded as being included in the value for duty of 
contents. 

3. Containers, other than of paper— 

(a) Empty— 

1. Not bearing an advertisement, to be dutiable 
according to tariff heading. 

2. Bearing an advertisement, to be dutiable under 
item 389. 

(b) Containing goods exempt from duty or liable to duty at 

specific rates — 
1. Not bearing an advertisement, to be free of duty. 
2. Bearing an advertisement, to be dutiable under 
item 389, 

(c) Containing goods subject to duty ad valorem ; the value 
to be regarded as being included in the value for duty of 
contents, 
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AUSTRALIAN COMMONWEALTH —continuea. 


4. Envelopes and writing paper bearing an advertisement are 
to be dutiable under item 356a. 
5. Labels and wrappers of paper, imported separatel y— 
With advertisements thereon, to be dutiable under 
item 356A. 
With no advertisement thereon, to be dutiable under 
item 3574. 
6. Advertising leaflets, pamphlets, &c., wrapped round or 
enclosed with goods— 
(a) If goods subject to duty ad valorem; the value to be 
regarded as included in the value for duty of contents. 
(l) If goods liable to specific rate. of duty or are exempt 
from duty, to be dutiable under item 356a. 
7. Tariff item 389 applies only to articles bearing an advertise- 
ment as defined in this Order. 
Note.—The rates of duty under the various items referred 
to above are :— 
356a.—6d. per lb. or 35 per cent. ad valorem, whichever rate 
returns the higher duty, under both the General and the 
British Preferential ‘lariffs. 
357A.—30 per cent. ad valorem under the General Tariff and 
25 per cent. ad valorem under the British Preferential 
Tariff, 
389.-—25 per cent. ad valorem under both the General and the 
British Preferential Tariffs. 


SOUTH AFRICA. 


The ‘Cape of Good Hope Government Gazette” for 4th December 
siamidii last contains a Customs Notice (No. 92), dated 
Decisions 26th November, 1908, giving certain Tariff 

decisions, which have been issued by order of 
the Board of Control, respecting the rates of duty leviable on the 
following articles when imported into the South African Customs 

Union :— 








Rebate allowed 
upon goods, the 
: Tariff pruduce or manu- 
Articles, and how classed. 1 No. Rates of Duty.| facture of the 


United Kingdom 
and reciprocating 
Colonies. 














Paper, wrapping—printed on s.. | 43(a) | 25%adval.or 3% ad val. 
| 2d. per lb., 
whichever shal] 
be greater. | 


Rubber rings for parted snake 
preserve or jam tins oe ° 
Varnish, relicf stamping . 


Ub%adval. | 3% ,, 
_ ie ee ee 
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FEDERATED MALAY STATES: PAHANG 
AND SELANGOR. 
Copies of Notifications* have been received which provide for the 
imposition of increased duties on opium im- 
ported into the States of Pahang and Selangor, 
with effect from Ist December, 1908, as 


Increased Import 
Duties on Opium. 





























follows :— 
Import duties, 
Articles. | Obs vahad: | A alle 
ae (Pahang and 
Pahang. | Selangor, | Selangor). 
; 

Opium : $ $ | $ 
Indian—per chest containing 40 balls ... 440 560 | 1,200 
Other than Indian—per. chest or denen | 

weighing 120 katis ... ae 440 560 | 1,200 











NOTE.—A kati = 14 Ibs. 
* No. 198 for Pahang, and No, 728 for Selangor, 


MAURITIUS. 
The ‘ Mauritius Government Gazette Extraordinary” for 28th 
October last contains a Draft Ordinance to 
repeal the existing Tariff Ordinances, and to 
provide a new schedule of Customs duties to be 
levied on articles imported into and exported from Mauritius. 

The revised duties as provided in the Draft Ordinance have been 
collected from 28th October, 1908, pending the passing of the 
Ordinance, under a Resolution of that date by the Council of the 
yovernment of Mauritius. 

It is to be observed that the surcharge of 20 per cent. on all 
duties which was levied under the old Tariff (except in the case of 
rice, dholl, lentils, salt fish, wheat flour, and Indian corn flour, the 
surcharge oh which was 4 per cent. only) 1s not now imposed. 

The following is a complete list of the new duties at present in 
force, the old rates also being given for purposes of comparison :— 





Revised 
Customs Tariff. 

















IMPORTS. 
Rates of. Du ty. 
Description of Goods. | Onder Old Tariff —— a 
| (plus surcharge Tariff. 
z | of 20 %). 
IMPORTS. | Rs. c. Rs. c. 
Alcohol and spirits of wine (see spirits) 
Alcohol denatured _... ..  perlitre ...| Not tariffed 0 10 
Ale, beer, porter, cider and perry— | 
Incasks ... — ... per hectolitre | 7 8 9 50 
( Per dozen bot-| 
tles, each | 
bottle not t 
exceed 1 litr | | 1 50 
In bottles ... ‘aad < Per dozen bot- 
tles, each 
bottle not t« 
exceed 5 cdleci- 
litres 
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MAURITIU S—continued., 





Description of Gocds. 





IMPORTS —continued. 


Almonds (see under nuts)— 


Anchors and grapnels... 
( Dogs one ... per head 





Animals.< 


| 


| 


Horses and mules... 

Cattle and oxen ... 

Goats, sheep and 
pigs o 

Asses 

Ponies 


Other live-stock, ex- 


cept poultry ‘and 
birds aot 


Frozen meats of all 
sorts 


Animal charcoal 


Arrowroot 


Asphaltum and bitumen 


Bacon, 
tongues 


hams, 


sausages and 


Bags — pockets s, jute al and calico 


(empty) 


Straw pockets 
Vacoa bags 


ie yh isi 100 pockets! 
. per 100 bags 


Gunry and other sorts 


Jute of 100 kilos. 
Bark and dye wood 


Barley (common) est 
» pearl 
Beans (see grain). 


(salted) 


pork, 


and tongues } 


Beer (see ale). 
Biscuits (ships’ not sweetened 


or fancy) 


Bitumen (see asphaltum). 
Biue Prussian (see indigo). 
Blocks, fire, for boilersor paving per 100 
Bran (see grain). 

Brassware (not otherwise enu- 


merated 


. per 100 kilos. 


Brassware consisting of orna- 


ments or trinkets or manu- 
factured articles en 


Bread 

Bricks and tiles le 

Brimstone and sulphur, rolls 
refined ; ; 


Bungs and corks 


. per 100 kilos. 


. per 100 kilos. 


. per 100 kilcs. 


.. per 100 kilo 














9 
$9 
29 


99 


9? 


99 


| 
r 
: 





” 


: ee 


ic 
Me 


| 
| 
| 
| 
| 


| 


.. ad valorem - 
.. per 100 kilos. 
{ per 100 bricks 
or tiles ‘ 





* Empty linen pockets, 


Rates of Duty. 





Bader Old Tariff | 
(p'us surcharge | 


of — | 


0 


animals 10 cts, 


= ) Carcases of all 
each. 


O 
2 
0 


= 


vo 


¥i) 
0 
0 


] 
Not tariffed 
l 


{ Tongues Rs. 5 
{ Oth. r Rs. 2 


Nout tariffed 


12 


10 % 


OO 


] 


0 


] 


10 


10 
All refined brims- 
stone and suiphur 
30 
59 cts. per 1,000 


05 
60 
25 
10 
60 
€0 


10 


03 
75 
1t 


O00 
80 
10 
10 


20) 


10 


10 





—_——_— 


—S— 


Under 
New Tariff. 


2 00 
0 OO 
2 50 
1 OO 


—" 
LZ 


0 50 

O0 

2 OV 

0 12 

0 18 

0 O04 

3 30 

QO 20 

10 00 
(not tinned) 

1 00 

0 20 

0 40 

1 50 

2 00 

1 32 

3 60 

2 40 

1 32 

0 30 


0 04 


10 cts. per 100 


kilos. 
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Tariff Changes and Customs Regulations. 





MAURITIUS—cont nued. 





Rates of Duty. 





























Description of Goods. Under Old Tariff Under 
(plus surcharge | T iff 
of 20 %). | Cw iaridy,. 
IMPORTS—continued. = R3. cv. 
) Butter (animal and — able) per 100 kilos. 4 50 5 50 
{ crude a om - — 9 OV ll 09 
Camphor x refined and in 
bei ca 99 nsid 12 50 15 00 
wax ; ae - set 10 00 12 09 
Candies | nee sorts am 9 oe 3 OV 4 09 
Canvas ... oe ave - we 3 30 4 00 
Caps (percussion) obs ... per 1,000 caps 0 20 0 30 
Capsules (bottling)... ...per 100 capsuk s 0 11 0 15 
Cardamonds (common) ... per 100 kilos... 2 30 5 09 
(small) on o ae 33 00 50 00 
Cards, playing .. ne ... 4d valorem ... 235 % 50 % 
empty eee -.» per 100 = car- 0 20 O 350 
Cartridge tridges 
loaded ... a 0 25 1 00 
Casks, empty, old ornew  .. per cisk 0 55 0 66 
Cement ... a oes ... per 100 kilos. 0 30 0 40 
Cider (see ale). 
Cinnamon (see spices). 
Charcoal oul obit cm “ 0 10 0 13 
Cheese ... stl nee o 5 OV 6 00 
Chiilies (see spices). 
Chocolate (see cocoa). 
Choorah .. _ one ... per 100 kilos... 0 70 1 00 
Cloves (see spices). 
Clay. pipe and fire... .. per 100 kilos... 0 50 1 00 
Coals, coke and patent fuel . ey ses ...| 09 cts. per 1,000} 7 cts. per 100 
kilos. kilos 
Cocoa and chocolate (un- 
sweetened) ... eos ... per 100 kilos... 13 29 16. 00 
Cocoanuts sile ii ... per 100 cocoa- ° x 
nuts. 0 05 0.10 
Cocoline and cocotine (sce 
under Hogslard). 
Coffee (raw) . 6s ... per 100 kilos... 5 00 8 00 
Coir fibre (see fibre). 
Copper, old __... oe ... per 100 kilos... 3 C0 4 00 
( |Sheets, bars, bolts.) \ 
| and nails. Red, 
(red), sheets, bars, Rs. 8 80 per 100 
bolts, nails, nuts, pipes, rivets kilos. ; yellow,|| Red, Rs. 12 par 
and washers ... see Rs. 4 40 per 100 100 _—s kilos ; 
Copper (yellow), sheets, bars, <1! kilos. yellow, Rs. 6 
bolts, nails, nuts, pipes, rivets Nuts, pipes, rivets, per 100 kilos. 
and washers ... atin ons ane and washers of 
'| all kinds 10 % 
ad ral. ) 
Copra or Poonac eee ... per 100 kilos... 0 10 QO 12 
Nesebar gg skp oe ‘ as 2 00 2 40 
Cordage 1» bled cc ~ a 4 10 5 OV 
Ol cmp she oes ‘s - 2 20 2 64 
rope » oiled... : ie ~ 5 CO 6 50 
Manilla and ‘othe rs, ™ ... Not tariffed. 6 50 





* All ieiodie of cocoa and chocolate. 
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MAURITIU S—continued. 





Description of Goods. 


Rates of Duty. 





Under Old Tariff 











Under 
(plus surcharge + “oe 
P of 20 96). New Tariff. 
IMPORTS—continued. Rs. c. Re. c. 
Wool se .. per 100 kilos. 1 90 2 380 
Cotton Wadding ... — 7 ...| Not tariffed. 4 50 
Waste ees see 9 1 95 2 40 
Cutch (see gambier). 
Detonators pe eee .. per 100 0 50 0 75 
Dholl (see grain). 
Dye weod (see een 
Dynamite ; ... per 100 kilos... 14 00 17. 00 
Eggs .. per 100 ose 0 22 0 30 
Enamelled ware nae ane .--| Not tariffed. 20% ad val. 
Felt sheeting ... per 100 sheets.. 0 60 0 75 
Fibre of ail sorts .. per 100 kilos...|Coir 85 cts., other 4 00 
3 Rs. 30 cts. 
Firewood ... percubic metre JO 15 0 18 
Fireworks ... ad valorem ... 164 % 25% 
Fish dried or salted .. per 100 kilos... *1 00 1 00 
pickled ~~ va ni EFS 1 36 1 60 
dried . .| Rs. 2 50 per 100; 20% ad val. 
Fruits (fresh) and vegetables kilos. 

} (fresh) das 100 kilos... 0 50 0 60 
Gambier or cutch be 2 20 4 00 
Gandia ... : . per kilogram... 22 00 40 00 
ae . per 100 kilos.. 12 00 15 00 
Ginger, dry (see spices). 

bottles, Pi ed per 100 bottles} } Bottles, com- 0 12 
‘ special for erated water mon, empty, . 

Glass gerrnetaed plain or de- 10 cts. oa oP per! a 1 
corated 20 100. — 
Glue ; per 100 kilos... 3 30 4 00 
/Rice ... ibe ae ‘bein +O 60 0 63 
Lentils - ove tO 65 0 68 
Dholl . so . 7l 10 es 
Beans, emberic, peas. ™ 1 00 1 20 
. Barley in husk we - 1 00 1 2 
Grain Grain and oats ee pe i 1 32 
Bran and maize wa - sed 0 80 0 96 
Wheat ” cee 0 60 @ 7 
Wheat flour, pollard, ae ; Pollard R. 1, O 94 
and maize flour. other 90 cts. 
Grapnels (see anchors). 
Grease, cart... . per 100 kilos...: 1 10 1 50 
Sees } arabic (not powdered) - nd 2 20 3 00 
copal,raw ... 90 oe. {8 80 2 00 
\ sporting ose ” oe 6 00 10 00 
eam) ae ; 1 10 1 50 
Hams (see Bacon). 
Hay and straw... .. per 100 kilos... 0 15 0 #@ 














* Salt fish was subjected to a surcharge of 4% only. 


t Subjected to a surcharge of 4% only. 
{ Per 2 cubic metres. 


jj Copal of all kinds, 
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MAURITIU S—centinued. 





Description of Goods. 


Rates of Duty. 





| Under Old Tariff 








| (plus surcharge Under 
| M of 20 %.) 8 New Tariff. 
IMPORTS—continued. Rs. c. Rs. ¢. 
Hemp, undressed _ «-- per 100 kilos... 2 75 3 30 
Hessian cloth ... san .-. per 100 yards.. 0 60 0 72 
Hides ) 78¥ and salted «. per 100 kilvs.. 3 30 4 00 
) tanned ee ots - © 4 95 6 00 
Hogsiard wee ase sina - 4 15 5 00 
Cocoline, cocotine aia . a Not tariffed. 5 00 
Honey ... - soe ... per hectolitre . 3 00 3 60 
Horns... aes ose ..- per 100 horns.. 0 08} 0 10 
Horse hair _ son ... per 100 kilos... 5 650 6 60 
Vegetable hair eee oe “ 10% ad val. 3 00 
per 100 kilos. 
India rubber and caoutchouc... per 190 kilos...| Caoutchouc (man- 25 00 
ufactured) Rs. 18. 
other Rs. 17 60 
Indigo, Prussian blue, ultra- per kilo 1 10 2 00 
marine blue. 
Iron, pig... - .. per 100 kilos.. 0 22 0 30 
Iron bars, hoops, pipes, wire, = \ 4 00 
nails, sheets, rigging, nuts, | 
bolts, rivets, washers, tubes, || Wire netting and 
and wire netting, galvanised \ galvanised 3 Rs., 
Do., do., not galvanised - ai other 80 cts. 1 00 
Iron pipes with or without | | 
flanges ) 1 00 
Lead, ‘shcets and pipes - per 100 kilos. 1 40 2 00 
Lead, shot ose sen o - wae 3 00 5 00 
Leather, sole... wee ove a 8 00 10 00 
Lentils (see vee 
Lime... . per 100 kilos.. 0 20 0 25 
(i). Machinery or apparatus, .Y 
by whomsoever imported, 
for the manufacture of 
sugar, rum, aloe-fibre, pis- 
tachio oi/,* or for the pre- 
aration of tea, vanilla . ; 
abe or of any such other ¢ per 1,900 kilos | 1” 1 3% 
produce of the Colony 
which may beadded to this 
item by Proclamation of 
the Governor in Executive 
Council. 
(ii). Parts of machinery or | 
apparatus, when imported 
by or on behalf of the 
local manufacturer or the 
owner of a mill, —for the 
manufactureof sugar,rum, 
aloe-fibre, pistachio oil,* 
or for the preparation of } % 1 10 1 32 
tea, vanilla pods, or of any 
such other produce of the 
Colony which may be 
added to this item by | 
Proclamation of the 
Governor in Executive | 
Council. | 
Ditto, when the crane is used. eo ail +2 10 2 82 











* The words “ pistachio oil” appear in the New Tariff only. 


+ Including the fee of R. 1 for crane, which fee was not subject to the surcharge 


of 20 %. 








28 


THE BOARD OF TRADE JOURNAL. 








Tariff Changes and Customs Regulations. 








MAURITIU S—continued. 





Description of Goods, 





Rates of Duty. 





Under Old Tariff 
(plus surcharge 
of 20 %). 


Onder 
New Tariff. 





Fish and other substances ) 


The following 


cA HS 


The following 


l. 


™ ar. » ata 


SS Ee Wl As ws 


. Carbonate of soda 
k, 


m. Precipitate phosphate 
n. . 
d. 


IMPORTS—conrtinued. 
Manures and fertilizers of all 


sorts, when imported - for 


use in the Colony. 


condemned by the Sani- 
tary Authority or the 
Customs Sanitary Inspec- 
tor as unfit for human 
food, which may be used 


as manure or as a fertilizer. | 


Disinfectants. 


when imported for the 
purpose of being used as 
disinfectants in the Colony. 


. Bichloride of mercury ... 


Carbolic acid 


. Chloride of lime... oon 
. Permanganate of potash 
. Sulphuric 


and 


Hydro- 
chloric acid ial 


. Copper sulphate ... 
. Sulphate of iron... 
. Formaline 


Creoline ... 
Lysol 


. Boric acid eg 


Izal ie fo and 
and any other substance 
which may by Procla- 
mation of the Governor 
in Executive Council be 
added to this list 
substances 
when imported for use in 
local manufactures 
Sulphate of lime... 
Silicate of Soda... 
Caustic soda ae 
Hydrochloric acid nas 
Carbonate of ammonia... 
Muriate of ammonia 
Sulphuric acid 
Ether ae 
Salts of Baryta ... 


Bloomer seo 
Phosphoric acid ... 


Carbonic acid 
Caustic potash ... 


substances ) 


per 100 kilos... 


‘ ’ 














> per 100 kilos... 





Rs. ¢. 
0 03 





Rs. c. 
0 10 


[Jan. 7, 1909. 
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Tariff Changes and Customs Regulations. 





MAURITIU S—cont inued. 





Description of Goods. 


Rates of Duty. 





Under Old Tariff 














Under 
lus surcharge . 
(p of 20 %)° New Tariff. 
IMPORTS—continued. 
Disinfectants (cont.). Rs. c. Rs. c. 
p. Chloride of potassium 4 
q. Carbonate of potassium... 
?. ee powder 
(blankit)  ... 
ani any other substance 
which may, by Procla- | 
mation of the Governor | 
in Executive Council be } per 100 kilos...! 0 03 0 03 
added to the list 
Substances imported by 
Agriculturists to be used 
in the destruction of 
animals, vermin, insects 
or other parasites preju- 
dicial to agriculture 
Margarine or other substi- 
tutes for butter ... rs : 4 50 5 50 
(In boxes not ex- ) ( 
ceeding 50 mat- + per gross .| | 1 50 
ches 
Matches , In boxes not ex- } , 24 
; ceeding 100 mat- - ool | 3 0) 
( ches J L 
and a propor-| 
tional duty on 
boxes contaip- 
ing more than 
100, 
Molasses and treacle ... .. per 100 kilos...' 1 10 1 50 
r Areca . pred ss a 2 00 6 00 
ie (boiled) Ps “ .| 5 0) 10 00 
Almonds, hard shell .. 9 onl 3 85 4 00 
‘ soft shell .. a il 8 85 5 00 
Nuts...4 Barcelona & Brazilian ‘9 | 2 650 5 00 
|Gall ... eee ine 9 fl 2 50 3 00 
Pistachio __... ” | 1 10 1 50 
Walnuts and all other " ‘Walnuts Rs.3 60 = 00 
nuts in the shell. - 4 Other Rs. 2 50) - 
Nutmegs (see — | 
Oakum ... 7 | 3 30 4 00 
Oats (see grain). ] 
( Castor, gingely, mustard, | {| Castor Rs.3 30 4 00 
colza, pistachio. j " Y| Other Rs.2 75 | 
| Cocoanut (when not im- per | 
Oils 2 aah the Oil ee = Te 1 65 2 00 
< yee imported | 
from the Oil Te - | 0 06 0 10 


{  Jands)f 





No. 4 of 1904. 























t In addition to a sum ‘of Rs, 12,00) paid by t the owners of the Oil Islands in 
two half-yearly instalments on or before 3lst January and 3lst July.under Ord. 
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MAURITIU S—continued. 











Description of Goods, 


| 


| Rates of Duty. 





Under Old Tariff 








Under 
lus sur ; 
(p of 2 — New Tariff. 
IMPORTS—continued. Rs. c. Rs. c. 
( Linseed ... eve ... per hectolitre 1 96 3 00 
Neatsfoot anh ‘a 4 00 5 00 
Olive, in cases ... per case, not 0 55 1 QO 
exceeding 
12 litres. per hectolitre 
Oils < ,, im casks and demi- 10 % ad ral. 9 00 
johns. 
Petroleum* _... . per hectolitre 4 00 4 80 
Petrol spirits oe s Not tariffed 6 00 
All other oi!s (except i 2 75 4 00 
F — 
rude von er kilogram... 22 00 40 00 
Opium | Fe Refined _... ne 44 00 50 00 
Paper, cigarette, any brand or — >) 
mark. | 
White muslin or tissue _ | 10 % ad ral. Rs.4 50 per 
paper in any shape or | kilogram 
manner. e (gross weight.) 
Peas (see grain). 
Pepper, unground (see spices). 
Petrol spirits (see oil). 
Perry (sce ale). 
Pitch and coal tar Sind 100 kilos.. 0 55 0 70 
Plaster of Paris a ~ 4 10 5 00 
Pockets (empty), (see bags). 
Pollard (see grain). 
Poonac (see copra). 
Pork, salted (see beef). 
Porter (see ale). 
Prussian Blue ~ indigo). 
Rattans.. - ane .«. per 100 kilos... 0 55 0 70 
Rice (see grain). 
Rope (see ae). 
Rosin... co ose e 0 75 0 90 
Sago see a oan wie - L 00 1 20 
Salt (common) .. one ade “ 2 00 3 00 
Sand moulding ae ie » ee 0 85 1 0O 
Sausages (see bacon). . 99 oe 
( Aniseed and Coriander " 3 00 5 00 
| Gingely, linseed, mus- 
Seeds.. tard, metty, millet, - 
poppy and all ° - 2. 5 
others. 
Shingles, not exceeding 12in. per1,000 of 3 00 
ie ‘ 15 in, - > 10 % ad val. 4 00 
” larger sizes ... .. pro rata 3 L 











* Ord. No. 16 of 1872 defines petroleum (and Ord. No. 54 permits, subject to 
Regulations, the importation and sale thereof) as Rock oil, Rangoon Oil, Burmah 
oil, any product of them, and any oil made from ryetroleum, schist. shale, or other 
bituminous substance and any product of them as (Ord. No. 27 of 1897) gives off 
an inflammable vapour at a temperature of less than 73 degrees of Fahrenheit’s 


thermometer. 
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MAURITIU S—continued. 


sianieel — and Customs ~——— 





Description of Goods. 


Rates of Daty. 





Under Old Tariff | 


——— eee ° 








Under 
(plus surcharge | New Tarif 
IMPORTS—continued. Rs. c. mae. ¢, 
Shooks, per bundle containing 
not more than sufficient to 
make one barrel, cask or 
tierce (tierg¢on), and a pro- 
portional duty on each bun- 
dle containing more than the 
above quantity ; .. per bundle 0 55 0 75 
Skins, sheep and goat tanned .. per 100 kilos... 6 60 8 00 
Slates and stones for building 
and paving per 100 ine 0 15 0 30 
Soap (ordinary, not scented) .. is 100 kilos.. 1 40 lL 75 
Soda, caustic sea ad iad 0 80° 1 00 
Solder - pa $ 85 5 00 
( Chillies and turmerics . 2 00 4 00 
Cinnamon na 3 00 4 5 
Cloves.. ios a 5 00 6 00 
— Ginger, dry avs a 1 65 4 00 
Spices + Nutmegs (unground).. - 4 50 6 00 
Pepper ,, White a 16 50 19 80 
» black = 11 00 15 20 
{ Tamarinds ... - 0 75 2 00 
Spirits, plain or compounded, 
of any strength not exceed- 
ing proof according to Sykes’ 
hydrometer, and a further 
proportional duty for any 
greater strength ... --- per litre 1 39 1 67 
Spirits, methylated e Not tariffed 0 10 
Spirits of wine (see alcohol). 
Starch . per 100 kilos... 0 85 1 50 
Steel, unwrought ae. - - 2 20 2 75 
Stones, for building and paving 
(see slates). 
Straw (see hay). 
‘Taw. . per 100 kilos... lL 65 2 00 
Sugar refined and sugar 
Bc ove ove 1” 3 46 4 50 
~ of iron im 0 55 0 FO 
Sulphate of copper ... . 1 65 2 00 
Sulphur (see ree 
Tallow ... des .. per 100 kiios... 2 20 3 00 
Tamarinds (see spices)... 
Tea oe ove .. per kilogram... 0 40 0 €0 
Tiles (see bricks). 
Tin plates and sheets ... ...'per 100 kilos... = eB 2 00 
Tin slabs we ; 2 8 80 11 00 





* Duty leviable on 














* tin plates.” 


a 




































ere ig a IT NOE SNe: OE ees OR AE STOP MO ITE ORS 2) nhs ! phone 
——' Fa Ries th Bee oe tis ty . - Seth, ee ee Pe eee ES Ce ee ee 
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Tariff Changes and Customs Regulations. 
MAURITIUS—continued. 
Rates of Duty. 
Description of Goods. Cnder Old Tariff Und 
(plus surcharge Ne Pari P 
| of 20 %). ew Tariff. 
i 
IMPORTS—continued, | Rz. c¢. ma. -¢. 
per litre of any| \ 
strength not 
(When not pre-| exceeding 
pared accor- proof accor- 
ding to Sots | ding toSy kes’ 
Tinctures{ mule of Brit- h ydrometer. Not tariffed 1 67 
ish Pharmaco- and a further 
peia or French proportional 
| Codex ete duty for 
any greater 
strength 
Manufactured .. per kilogram... 2 60 4 00 
Unmanufactured, 
not butted or 
stemmed.. a ‘. 1 96 2 40 
Unmanufactured, 
butted or stemmed - 2 28 3 00 
Grown and _ pro- 
Tebacco / duced in any of 
) the Dependencies 
of Mauritius (un- 
manufactured)... = 0 37 0 45 
Ditto, manufac- 
tured - Not tariffed 0 50 
Cigars, cigarettes, 
and snuff 3 50 5 09 
Tongues (see bacon and beef . 
Treacle (see molasses). 
Tumeric (see spices). 
Turpentine, commercial spirits 
of _ ood ... per Fectolitre... *2 20 3 00 
hem : .. per 100 kilos... 2 45 2 60 
Twines ‘ame Pe sorts . = 1 65 2 60 
Vani unprepared .. per kilogram... . 2 00 
Vente Seon ate a - , 9 } nile 1 3 00 
Varnish (all kinds) . per hectolitre.. 5 50 7 00 
Vegetables, fresh (ee fruits, 
fresh), 
Vinegar, not exceeding §&° 
strength, according to Se!- 
leron’s acide metre and 
18 cts. per degree per 
hectolitre above 8° ... bes 1 40 1 70 
y bees .. pcr 100 kilos... 6 60 8 .00 
Wax t setitie 8 2 20 3 (0 


Wheat (see grain). 














* Duty leviable on “ turpentine.” 








Sy rs 
a aks 
“ “eat 
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MAURITIU S—continued. 
| 





Rates of Duty. 





Description of Goods. | Under Old Tariff, Under 


| (plus surcharge : 
of 20 °/,). | New Tariff. 





IMPORTS—continued. 


Under the Old Tariff.—Rs. 7°65 per hectolitre on 
all wines, and a further duty of R. 1°39 per 

degree of alcohol per hectolitre, and a propor- 
tional duty per fraction of a degree above 16 
degrees, according to Gay Lussac’s alcoholometer, 
: contained in Bordeaux, Province and similar 
In casks or in any wines, with a surcharge of 20 %. 

vessel not being 4¢ Proposed under the New Tariff.—Rs. 9 per hecto- 

bottle of one litre | jitre on all wines containing 14 degrees of alcohol 

or less... ‘+1 or less, according to Gay Lussac’s alcoholometer. 
A futher duty of R. 1°67 per degree of alcohol 
Wines per hectolitre, and a proportional duty per frac- 
tion of a degree on all wines containing above 14 
\ degrees of alcohol, according to Gay Lussac’s 
alcoholometer. 
per dozen bot-| Rs. ¢. | Rs. c. 

tles, not ex- 
: ceeding one 











| 
Sal Qedeetees litre each ... 1 50 | 2 00 
et per dozen bot-| | 
tles, not ex-' | 
ceeding }3 | 
litre each ...' O 75 | 1 00 
per dozen bot- | 
( tles, not ex- | 
| ceeding two| | 
litres | 5 00 | 10 00 
| per dozen bot-) | 
Wines—Sparkling : tles, not ex- | 
Champagne and others ceeding one | 
| litre each 2 50 | 5 00 
| per dozen bot- 
tles, not ex- | 
ceeding 3} | 
\ litre each ... lL 2 | 2 50 
Articles, not otherwise enu- | 
merated, landed from vessels 
carrying coolies or live 
animals, being surplus stores 
or fittings, or from vessels in | 
distress, or wreckage, and | 
sold by public auction on the | 
sale price, shall be liable to ad valorem ... 10 % | 12 % 


All goods, wares and merchan- 
dise not otherwise charged | 
with duty,and not mentioned 
above, or not specially ex- 
empted, shall be liable to ... ad valorem ... 10 % 12 % 

All goods, wares, imported | 

through the parcel post | 

(excepting samples of no | 

commercialvalue and parcels, 

the contents of which are of 
less value than 50 cts., or 
those, the duty on which, 
according to their weight or 
capacity, does not exceed 

5 cts.), shall be liable to a 

landing charge of ... per parcel ...; Not tariffed 25 cts, 
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MAURITIUS—continued. 
EXEMPTIONS. 


| Note.—In the following list of free imports the words printed 
in italics appear in the proposed New Tariff only. | 

Ballast when the same consists of sand or stone. 

Glass bottles, imported full (except fancy bottles or decanters). 

Instruments and accessories for regimental bands. 

Regimental plate, cutlery and mess requisites belonging to a 
requment. 

Ice. 

School materials for the use of free schools. 

Articles of Civil, Naval, and Military Uniform, or materials for 
same, intended for the personal use of the importer. 

Articles for the official use of foreign Consulates. 

Provisions and stores of every description imported by or issued 
from bond for the Colonial Government or for the use of His 
Majesty’s ships of war or, wnder special uuthority from the Governor, 
for the ships of war of foreign nations. 

Wearing apparel (arriving as baggage by steamers, but not by 
parcel post), luggage, or any instrument intended for professional 
use, if it be the property of a person coming to the Colony, and 
for his personal use, and if it arrives within three months before 
or after the arrival of such person. 

All goods upon which the full amount of duty shall have been 
paid on their first importation into Mauritius, legally exported 
hence and afterwards returned; provided such goods shall be 
returned within two years (three years under the Old Tariff) from 
the date of their exportation, and if it be proved tc the satisfaction 
of the Collector of Customs that they are the identical goods 
exported from Mauritius; and provided the property of such 
goods continue in the person by whom or on whose account the 
same were exported. 

Objects and specimens (animal, mineral and vegetable) illus- 
trative of natural history, including live plants and vegetable 
productions connected with the study of botany. 

Animals and goods (except oils, spirits and tobacco) the produce 
of any of the dependencies of Mauritius. 

Printed books of general and scientific literature and music. 

Coin. 

Seeds and bulbs intended for agricultural and _ horticultural 
purposes. 

Poultry and birds. 

Goods imported into Mauritius by the proper Naval and Military 
authorities for the public use of His Majesty’s land and sea forces. 
Goods in transit transhipped direct from vessel to vessel. 




















Ce 
Ct 
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MAURITIU S—continued. 
EXEMPTIONS— continued. 


Sugar, molasses and aloe fibre, the produce of Mauritius, if re- 
imported within one year (three years under the Old Tariff). 

Copper on which duty has been paid on importation, stripped 
off vessels. 

Quinine and its simple salts, but not patent drugs containing 
same. 

Cinchona and its official preparations as defined in the British 
and French pharmacopeias. 

Samples of no commercial value arriving by parcel post. 

Family photographs not framed. 

Contents of postal packets of less than 50 cents value, or those, the 
duty whereon, according to their weight or capacity, does not exceed 
D cents. 

Private and commercial documents or registers. 

Medals and decorations offered by any Government or scientific 
body. 

Articles re-umported after repairs, upon proof that they were sent 
from the Colony (duty to be levied on the repairs, value unly). 


Prohibitions under the Proposed New Tariff. 
(This list 1s merely indicative.) 


Vine plants and cuttings under Ordinance No. 14 of 1882. 

Base or counterfeit coin. 

Articles of foreign manufacture, and any package of such 
articles, bearing any names, brands or marks, being or purporting 
to be the names, brands or marks of manufacturers resident in the 
United Kingdom. 

Indecent, obscene, seditious or inflammatory prints, paintings, 
books, cards, lithographic or other engravings or other indecent, 
obscene, seditious or inflammatory articles. 

Infected cattle, sheep, or other animals. 

Cast-off clothes. 

Goods referred to in Articles 14 of the Merchandise Marks 
Ordinance 1888. 

Any animals, birds, reptiles, goods or articles which may be 
prohibited by Proclamation issued under Ordinance No. 10 of 
1905. 

Restrictions under the Proposed New Tariff. 


(This list is merely indicatwe.) 


The shell of the “‘tortue de mer” or “green turtle,” known as 
‘ kahouane” and turtle oil, cannot be landed, removed or imported 
into Mauritius from any of its dependencies, except in virtue of a 
special permit issued by the Collector of Customs in Mauritius, 
Ordinance No. 21 of 1871. 
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Tariff, Changes and Customs Regulations. 





MAURITIUS—continued. 


Foreign reprints of copyright works are admitted under His 
Majesty’s Order in Council dated Ist April, 1853, but they are 
liable to a poundage of 20 per cent. upon their estimated value. 
Ordinance 24 of 1851 in force from 14th December 1895 by Pro- 
clamation dated 13.12.95. 

Articles liable to be excluded from the Colony under Chapt. VI. 
of the Quarantine Regulations made under Ord. No. 24 of 1901. 

[Nore.—If any goods are imported or brought into Mauritius 
contrary to any of the prohibitions or restrictions mentioned in 


the above tables, the same shall be forfeited. | 



































EXPORTS. 
| - Rates of t Duty, 
Description of Goods. oe 
Under Old Tariff. New Tariff. 
EXPORTS. Rs. c. Rs. c. 
per 100 kilos. 0 30 0 30 
Sugar the produce of Mauritius (Additional) 
- apenas 0 02 0 02 
Goods exported from bond . 
Goods cated at this port in | perigee | 
transit for other ports ey on > 1 00 1 00 
Goods landed from vessels in | ccna | 
distress and il J 
Molasses.. sia .. per cask of 300 
kilos. gross 
and a propor- 
tional duty 
on casks 
weighing less 
ormore... 0 40 0 40° 
Aloe fibre .. per 1,000 kilos.| Nil. 1 00 
CRANE DUES. 
| Rs. c. Rs. c. 
For the use of the crane for | 
lifting heavy goods (except 
in the case of machinery im- 
ported and paying duty 
when the charge is R.1 = 
1,000 kilos.) ... “ . per 1,000 kilos, 2 00 2 00 





——— 
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SHIPPING AND TRANSPORT. 


RUSSIA. 


H.M. Embassy at St. Petersburg has forwarded the following 
Siiidieatal Catena. memorandum by the Commercial Attaché 
te y®* (Mr. H. Cooke) on the subject of the pro- 
msk-Pavlodar- RP gg A i SES HE Rh WORE Ge d 

Semipalatinsk and jecte msk-Pavlodar-Semipalatinsk an 

Omsk-Pavlodar-Barnoul railways :— 

Omsk-Pavlodar- “ig gh “Ne i ' 
ell _ The official “ Commercial and Industrial 
Gazette” of St. Petersburg of 30th Novem- 
ber/13th December states that the Committee for New Railways, 
at its meeting of 24th November/7th December, under the presi- 
dency of the Director of the Department for Railway Affairs, by a 
majority of votes expressed itself in favour of granting to a private 
group (not named) applying for the same the concession for the 
construction of a railway from Omsk to Semipalatinsk, with a 
branch line to Barnoul (capital of the rich Altai region of Siberia). 
‘The “‘ Gazette” of 2nd/15th December gives the following particu- 

lars of the project :— 


This so-called ‘“‘ Southern-Siberian Railway,” starting from Omsk, 
according to the project submitted, will proceed southwards by the 
left bank of the Irtish to Vosskresensk Quay, thence by the right 
bank to Pavlodar, whence it will branch out into two sections of 
which the southern, following the Irtish, will terminate at Semi- 
palatinsk, while the eastern, from Pavlodar to Barnoul, will proceed 
along the Kulundinsk Steppes in a perfectly straight line for nearly 
160 versts (106 miles) to the isthmus between Lake Kulundinsk on 
the north and Lake Kutchuk on the south, whence it will pass the 
villages of Ovetchkin and Shartchino to that of Pavlovsk, finally 
reaching Barnoul vid the village of Shakhovskoe. 


The total length of all the three sections is 1,135 versts (756 miles), 
the distance from Barnoul to Omsk and from Semipalatinsk to Omsk 
being 833 versts (555 miles) in each case. The estimated cost of 
construction of the entire line is 50,000,000 roubles, or 44,052 
roubles per verst (about two-thirds of a mile). The proposed term 
of the concession is eighty-one years, with the right of purchase 
within twenty-five years. 


No guarantee from the Government will be required, 


It is hoped that the new line will greatly develop cattle-rearing 
and butter-making in the rich Altai region and consequently 
augment the export of butter, cattle, hides and other products; it 
will connect the Eskibass-T'uzski coal mines with Omsk, Semipala- 
tinsk, Pavlodar and Barnoul; it will encourage all local mineral 
industries in general and will greatly further the development of 
trade with Mongolia (mostly Mongolian wool) and with China. 
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Shipping and T'ransport. 





SWEDEN. 


With reference to the notice on pp. 419-20 of the “ Board of Trade 

enced elite Journal” of 26th November, 1908, regarding 

Ports the blocking of Baltic ports by ice, H.M. Consul 

at Stockholm (Mr. H. M. Villiers) reports that 

the port of Nyképing was closed by ice on 28th December and the 

port of Hudiksvall on the same date. Navigation at the latter was 
not closed last year until 4th January. 





NETHERLANDS. 


H.M. Consul at Rotterdam (Mr. H. Turing) reports that from the 
lst January a revised tariff for the hire of sheds, 
cranes and tips belonging to the Rotterdam 
c Municipality will be in force at that port. The 
ranes, &.,@t — Consul has forwarded a statement showing th 
atten: onsul has forwarded a statement showing the 
principal items of the tariff and the revised rates, 
The statement may be seen by British firms interested, on applica- 
tion at the Commercial Intelligence Branch of the Board of Trade. 
73, Basinghall Street, London, E.C. 


Revised Tariff for 
Hire of Sheds, 





UNITED STATES OF AMERICA. 


H.M. Consul at Portland (Oregon)—Mr. J. Laidlaw—reports that 
on 2nd November a new schedule of rates to 

Through Rail and 4). Par Kast ial Bie aint fr 
Ai tat 20 e Far East on cargo shipped by railway from 
the Eastern States and transhipped at ports on 

to the Far East. : ee aes 
the Pacific Coast, and vice versd, came into 
effect. ‘The change was brought about by an order of the Inter- 
state Commerce Commission compelling the Railway Corporations 
to publish their proportion of the through rates, and in consequence 
the trans-continental railways have raised their share to equal 
regular rates to the Pacific Coast. Hitherto through rates to the 
Far East have been little more than the regular rates to the Pacific 
Coast, but under the new tariff the ocean transportation will be 
added, and it is therefore expected that a large proportion of the — 

business will go by way of the Suez Canal. 

As an illustration of the change, machinery was carried on 
a through rate to the Far East at 1°40 dols. per 100 lbs. Under 
this the steamers received about 60 cents. The new rate is 1°40 dols. 
to the Pacific Coast, plus 40 cents additional as steamer rate. 
The through rate on cotton has not been changed. On matting 
from China and Japan the old through rate to interior points in the 
United States was 1°25 dols. per 100 lbs., of which the steamers 
received 60 cents and the railways 65 cents. The through rate is 
now 1:00 dol. for railway and 50 cents for steamer, and it is 
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Shipping and Transport. 


doubtful whether the increase will be conceded by middle western 
merchants or the business go to eastern lines wid Suez Canal. 


H.M. Ambassador at Tokio, writing on 22nd October on this 
subject, states that the Canadian Pacific Railway have decided to 
increase their rates to overland common points in the United States 
while keeping their rates to Canadian points on the same basis as 
before. H.M. Ambassador encloses with his letter a comparative 
statement showing rates proposed by the Canadian Pacific Railway, 
- the Nippon Yusen Kaisha, and the Pacific Mail Steamship 
Company. ‘This statement may be seen by British firms interested, 
on application at the Commercial Intelligence Branch of the Board 
of Trade, 73, Basinghall Street, London, E.C. 





JAPAN: 


H.M. Commercial Attaché at Yokohama (Mr. E: F. Crowe) reports 
State Railwa that the Japanese Railway Bureau under the 
Seetianin, control of the Department of Communications 

‘1s to be done away with, and a more or less 
independent Railway Board is to be organized, to be directly under 
the control of the Prime Minister. There will be five sections, 

e.g., for the East, the Centre, the West, the Hokkaido and Kiushiu 

respectively, each of which will have control over matters within its 

own district. The Railway Account will in future be treated 
independently of the General Budget. 





MINERALS, METALS AND MACHINERY. 
UNITED KINGDOM. 


A formal investigation was held at St. George’s Hall, Liverpool, on 
17th, 18th, 19th and 21st December, into the 
explosion of a tank that occurred at Toxteth 
Park workhouse on 10th June last. The Com- 
missioners found that the explosion was caused 
by the accumulated and excessive pressure of steam in the tank. 
They found the engineer to blame but made no order as to costs. 


Enquiry under 
the Boiler 
Explosions Acts. 





NATAL, 


The Board of Trade Correspondent at Durban (Mr. A, D. C. 
Agnew) states that it is reported that the Natal 
Government propose to have the base metal 
deposits in the Colony examined by a mining 
expert, who will begin his investigations at the 
end of the rainy season, about March next. It is hoped that the 
deposits may prove to be of considerable value. 


Investigation of 
Base Metal 
Deposits. 
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Minerals, Metals and Machinery. 





SPAIN. 


The “‘Gaceta de Madrid” of 23rd December publishes a decree, 

dated 22nd December, inviting offers for the 
Lease of Mine. lease of the Arrayanes mine, situated in Linares, 

province of Jaén. The lease will run for 
20 years, and the concessionaire will be required to pay a fixed 
annual royalty of 200,000 pesetas (about 6,896/.) to the State. 
Tenders will be opened at noon on the Ist March, 1909, at the 
office of the “ Director General de Contribuciones, Impuestos y 
Rentas, Madrid.” 

The “ Gaceta,” which vontains further particulars as to the con- 
ditions under which the concession will be granted, may be seen by 
British firms on application at the Commercial Intelligence Branch 
of the Board of Trade, 73, Basinghall Street, London, E.C. 





MEXICO. 


In forwarding a translation of the new mining bill that has 

been submitted to the Mexican Congress, 
New Mining Bill. H.M. Legation in Mexico reports that owing 

to the short time available for the discussion 
of so important a measure before the close of the session, it has 
been decided to withdraw the bill, which, however, will again be 
submitted to Congress in the ensuing session beginning on the 
Ist April next. 

Notwithstanding the statement published in the Mexican press, 
referred to on p. 273 of the “ Board of Trade Journal” of Sth 
November last, to the effect that the Mexican Government had 
entirely abandoned the intention of restricting the acquisition of 
mining properties in Mexico by foreigners, it is thought that 
the principle in question, though temporarily dropped, 1.e., out of 
this bill, except as regards a zone* of 50 miles wide on the inter- 
national frontiers, is not abandoned entirely. a 

The translation of the bill may be consulted by British firms 
interested on application at the Commercial Intelligence Branch of 
the Board of Trade, 73, sachet Street, London, E.C. 








* In the zone indicated .: taleien companies are barred, and aaliiaiie have to 
obtain special permission from the Government of the Union before a title to a 
mining property can be issued in their favour. 
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AGRICULTURE. 
UNITED KINGDOM. 


The prices of British corn per quarter of 8 bushels, as received 

from the inspectors and officers of Excise in 

Corn Prices. the week ended the 2nd January, 1909, were 
as follows :— 


Wheat ... ia = 1. 828 Od. 
Barley ... — ide oe ee Oe 
SC  >— ~~ a 


For further particulars see p. 45. 


A statement is published on p. 46, showing the quantities of 
. the various descriptions of agricultural produce 
sree Progen, imported into the United Kingdom during the 

* week ended the 2nd January, 1909, as well 


as of the imports during the corresponding week of 1908. 





BRITISH INDIA (BURMA). 


The “Indian Trade Journal” of 10th December states that, 
according to the Report on the operations of the 
Department of Agriculture, Burma, for the year 
ending 30th June last, the cultivation of ground- 
nuts has increased rapidly. During the year under report, the 
provincial total was 142,051 acres as against 78,743 acres in the 
previous year. The most striking increase was in Myingyan where 
the area increased from 31,337 acres to 73,158 acres; in Magwe it 
rose from 42,542 acres to 54,900 acres, and in the Lower Chindwin 
from 1,789 acres to 4,958 acres. In Pakokku, Myingyan and 
Meiktila efforts are being made to further the cultivation bv the 
advance of seed through Government agency as agricultural 
advances, the value being repaid at harvest time. 


Ground Nuts in 
Burma. 





TUNIS. 


H.M. Consul-General at Tunis (Mr. E. J. L. Berkeley, C.B.) has 

Failure of Olive forwarded a copy of a letter from the President 

Oil Cro of the “Chambre Mixte de Commerce et 

P- d’Agriculture ” at Sousse, stating that, owing to 

the failure of the olive oil crop of 1908 in the Regency, no oil will 

be available for export, and consequently Tunisian merchants will 
be unable to accept foreign orders. 





UNITED STATES OF AMERICA (PHILIPPINE ISLANDS). 


H.M. Consul-General at Manila (Mr. R. de B. Layard) has forwarded 
_a copy of the Act of the Philippine Legislature 
coer are Bank: creating and establishing an agricultural bank 

— (see ‘“‘ Board of Trade Journal” of 16th July, 
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1908, pp. 138-9, and of 13th August, p. 341), with the by-laws 
adopted by the Board of Directors, This publication may be seen 
by British traders interested on application at the Commercial 
Intelligence Branch of the Board of Trade, 73, Basinghall Street, 
London, E.C. 








CU BA. 


H.M. Legation at Havana reports that the cultivation of cacao in 
acide iit Cuba increased in the fiscal year 1907-8, there 
Seneitichion' of being 1,137 plantations with 1,960,246 trees, as 

P ati compared with 745 plantations with 1,860,306 
’ trees in 1906-7. ‘There was, however, a 
diminished production of 6,023,700 lbs. against 9,380,900 Ibs. in 

1906-7, due to scarcity of rain. During the last six months of 

1907, 3,286,730 lbs. of cacao, valued at 95,520/., were exported, 

over half of which went to the United States, 983,759 lbs. to 

France, 277,346 lbs. to Spain, and 241,206 lbs. to Germany. None 

appears to have been exported to the United Kingdom. The export 

of Cuban cacao to the United Kingdom has, in fact, steadily 
diminished, the amounts for 1903-6 being 269,808 Ibs., 207,427 lbs., 

119,735 lbs., and 81,097 lbs., respectively. 





MISCELLANEOUS. 


UNITED KINGDOM. 


The number of bales of cotton imported into the United Kingdom 
from 24th to 3lst December, 1908, was 202,404 
Cotton Statistics. (including 260 bales British West Indian), and 
the number imported during the fifty-three 
weeks ended the 3lst December was 4,105,204 (including 8,816 
bales British West Indian, 6,694 bales British West African, 11,268 
bales British East African and 219 bales foreign East African). 
The number of bales exported from 24th to 3lst December was 
6,947 and during the fifty-three weeks 421,672. 
For further details see p. 45. 





BRITISH INDIA (BURMA), 


The “Indian Trade Journal” of 10th December publishes a 
| statement from the ‘“‘ Rangoon Gazette ” to the 

Lemon Grass Oil. effect that lemon grass oil has been successfully 
distilled at Toungoo, the still and all appliances 

being made locally. Lemon grass, it is stated, grows well all over 
Burma. 
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Miscellaneous. 


CAPE COLONY: 
The ‘“‘ Cape of Good Hope Government Gazette” of 11th December 
publishes the text of an “Act to Regulate 


intoxicating = the Sale of Medicines by General Dealers or 
Medicines Sales th Li d D l ” . h 
Act, 1908.” other 1cense ealers, empowering the 


Governor to proclaim in the “Gazette” the 
names or descriptions of medicines containing liquor within the 
meaning of section three of the Liquor Licensing Act, 1883. 
Any licensed dealer who, as such, shall thereafter sell to any person, 
other than a licensed dealer, any such medicines except for medi- 
cinal purposes shall be deemed to have sold liquor without a 
licence in contravention of the said Act. 

The same ‘ Gazette” also contains a proclamation under the 
above Act of a number of medicines. 

The ‘‘Gazette” referred to may be seen by British manufacturers 
and traders on application at the Commercial Intelligence Branch 
of the Board of Trade, 73, Basinghall Street, London, E.C. 





TRANSVAAL: 


H.M. ‘Trade Commissioner at Johannesburg (Mr. R. Sothern 
Holland) has forwarded a copy of a letter from 
the Acting Postmaster-General at Johannesburg 
with reference to the extension of the telephone 
line from Fort Edward to Shewass. The new line, it is expected, 
will prove of service to prospectors who are engaged in surveying 
the district for copper and coal, and by further extension the tract 
of country lying north-west from Shewass to Messina, which is 
highly mineralised, and which there is a prospect cf developing, 
might be served. 


Extension of 
Telephone Line. 





LABRADOR. 


he Assistant Collector of Customs at St. John’s, Newfoundland 
(Mr. H. W. le Messurier), has forwarded a copy 


Phare 5s of a return of the exports of salmon, codfish, 
yey oy oil, &c., from Labrador for the 1908 fishing 


season. The total quantity of dried codfish 
exported in 1908 amounted to 288,836 quintals, valued at 779,858 
dollars, as compared with 289,493 quintals, valued at 1,013,227 
dollars, in 1907. Of the total exports in 1908, 211,547 quintals 
were sent to Gibraltar (for orders), 31,179 quintals to Italy, 
30,866 quintals to the United Kingdom, 12,594 quintals to Spain 
and 2,650 quintals to Canada. 

Quintal = 112 lbs. 
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Miscellaneous. 


ITALY (SICILY), 


H.M. Consul at Palermo (Mr. 8S. J. A. Churchill, M.V.O.) reports 

Minimum Price ‘23t, the Italian Minister for Commerce has 

of Citrate of Lime notified the Camera Agrumaria (Chamber for the 

’ Citrus Industry) that its deliberation dated 29th 

September, fixing the minimum price of citrate of lime of 64 degrees 
at 157°50 lire (61. 6s.) per 100 kilos., has been approved. 





UNITED STATES OF AMERICA—CANADA, | 


H.M. Acting Consul-General at Chicago (Mr. T. Erskine) has 
forwarded extracts from the ‘‘ Chicago Daily 
Lumber Combine. Tribune” relative to a combine of lumber 
interests in Minnesota and Ontario. The 
tracts involved are estimated to contain three thousand million 
feet of lumber, consisting of white pine, Norway pine, and 
hemlock. 





ARGENTINE REPUBLIC. 


H.M. Legation at Buenos Aires reports that the Department of 
Commerce of the Argentine Republic, which is 
taking an industrial census of the country, has 
published a report dealing with the City of 
Buenos Aires. There are 10,350 industries in 
the city, of which only 1,342 are owned by nationals, the total 
capital involved being over 50,000,000/. Those in which most 
capital is invested are gasworks (8,000,000I.), electric and printing 
works and mills. 


Industrial Census 
of 
Buenos Aires. 





JAPAN. 


With reference to the notice on p. 382 of the “ Board of Trade 
Journal ” of 19th November, of a report in the 
Japanese press regarding the acceptance of 
accept Govern- alien a a iain by coirsiment 
mans Denes a8 departments at their face value, H. M. Commer- 
security at their i.) Attaché at Yokohama (Mr. E. F. Crowe) 

vase Value. reports that the Official Gazette of the 28th 
November contains an Imperial Ordinance (No. 287) in which it is 
laid down that in future all Government bonds wil! be taken at 
their face value when deposited with the Government as security. 


Government to 
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STATISTICAL TABLES. 


Cotton Returns. 

Return of the Number of Bales of Cotton Imported and Exported at the 
Various Ports of the United Kingdom from 24th to 3lst December, 1908, 
and during the 53 weeks ended 3lst December, 1908 :— 






































From 24th to 53 ee From 24th to 53 Weeks 
—_—— 3lst Dec. — 3lst Dec. ended 
’ 31st Dec. > | 8lst Dec. 
1908 . 1908 ? 
. 1908. . 1908. 
IMPORTS. EXPORTS. 
(Bales.) ( Bales.) 
No. No. No. No. 
American — aes ...| 171,488 3,339,394 2,931 267,159 
Brazilian ons ine dl 2,316 24,899 381 3,451 
East [ndian ... ose oe 3,017 129,623 1,143 57,981 
Egyptian oak bait wee} 23,054 468,762 2,465 86,616 
Miscellaneous eee we *2,529 +142,526 27 6,465 
ies sit Ph. 4 202,404 4,105,204 || 6,947 421,672 
| 








* Including 260 bales British West Indian. 

+ Including 8,816 bales British West Indian, 6,694 bales British West African, 
11,268 bales British East African and 219 bales foreign East African. 

NoTE.—Cotton ‘‘in transit” or “ for transhipment under bond,” if described 
as such in the ships’ reports, is not included in this return. 





Corn Prices. 

Statement showing the Average Price of British Corn, per quarter of 
8 bushels, Imperial Measure,* as received from the Inspectors and Officers of 
Excise in the week ended 2nd January, 1909, and corresponding weeks of the 
seven previous years pursuant to the Corn Returns Act, 1882. 





Average Price. 








Wheat. Barley. Oats. 

eS a ae 

Week ended 2nd January, 1909 ine oad & @ 26 7 oe 
Corresponding week in— 

1902 ... ina eee ithe eae wae. ae Oe 26 7 20 0O 

1903 ... ani _ vai ove ee 24 1 nw: § 

| ae aero or 

1905 ... ee cee sos ane wy a Ss 24 4 16 8 

1906 ... eee one nee wae ae a.. 2 se 6 OG 18 2 

1907 ... dae ais see one wae 23 (11 17 3 

1908 ... _ seo wah ose a 26 9 18 4 














* Section 8 of the Corn Returns Act, 1882, provides that where returns of 
purchases of British Corn are made to the local inspector of Corn Returns in any 
other measure than the Imperial bushel or by weight or by a weighed measure that 
officer shall convert such returns into the Imperial bushel, and in the case of weight 
or weighed measure the conversion is to be mace at the rate of sixty Imperial 
pounds for every bushel of wheat, fifty Imperial pounds for every bushel of barley, 
and thirty-nine Imperial pounds for every bushel of oats, 
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Imports of Agricultural Produce into the United Kingdom. 


Account showing the Quantities of certain kinds of Agricultural Produce 
imported into the United Kingdom in the week ended 2nd January, 1909, 
together with the quantities imported in the corresponding week of the 
previous year. 












































Week ended | Correspond- 
intiieeme 2nd Jan., | ing Week in 
1909. 1908. 
ji living :— | 
Oxen, bulls, cows, and calves coe §©=3-s oes | +- Number 5,892 7,614 
Sheep and lambs see ove eee oe ” _ 5,500 
Swine eee eee eee ace ee ge —e — 
Horses... cee cee ove one “ *” 58 73 
Fresh meat :— 
Beef (including refrigerated and frozen) ... Owts. 124,361 112,671 
Mutton i a ch a 128,217 76,612 
Pork ~ a ~ ane ms 19,674 | 13,710 
Meat, unenumerated, fresh (including re- - 13,798 12,069 
frigerated and frozen) 
Salted or preserved meat :— 
BS NT On oa 112,621 89,932 
Beef ese oe ove ce a ‘an - 2,607 2,027 
Hams... ote one ~ =e " 19,936 19,929 
Pork se que ane eve - 3,522 1,737 
Meat, unenumerated, salted ... sie aes Si 1,591 1,022 
»» preserved otherwise than by salting ‘ 6,118 | 9,625 
(including tinned and canned) | 
Dairy produce and substitutes :— | | 
Butter a ee ORES Cwts. 76,765 | 63,581 
Margarine eee eee eee eee . 99 12,857 | 13,057 
Cheese... _ eve wee coe o - 12,175 | 34,769 
Milk, fresh, in cans or drums ose - - — | 15 
» CG we coe oes ese - ~ 115 | 154 
» condensed Sa *taa* M 14,588 | 11,149 
3» preserved, other kinds... ove ee . 71 | §8 
Eggs "ce ae as Oa 233,582 | 318,109 
Poultry... ove coe cee ° Value £ 20,390 | 14,856 
Game nae gu pte pi Ph ot ye 1,399 | 1,896 
Rabbits, dead (fresh and frozen) eee Owts. 9,158 | 10,899 
Lard oe — eve va nab - in 52,720 | 28,561 
Corn, grain, meal, and flour :— | 
Wheat ... ove ove ove ce Cwts, 1,616,000 | 1,761,800 
Wheat meal and flour oes ose - 439,000 | 394,500 
DF tt coe - oe - aa 556,400 126,600 
RP eee tat in cal) a ig ‘ 122,800 215,800 
Peas a =e - one ate , ra 16,080 21,340 
I cee EM! eT a sal ss 17,220 6,080 
Maize or Indian corn ... ~~ « eco] - 1,134,500 387,800 
Fruit, raw :— 
Apples ... 9... - : oe w= 58,042 63,378 
Apricots and peaches ... ” ve oe] ” oe 1,324 
Bananas ... “s _ ns ini ...| Bunches. 109,273 108,401 
Cherries ... eee - - oe oe wts. — _ 
Gooseberries_ ... - ; 2c o a — — 
Grapes ... coe - am - - - 162 | 580 
Lemons ... bis - rs oe a pa 12,482 | 15,278 
Oranges ... oe ove ee : - am 258,687 | 159,706 
I tees ee ti ae “ 297 | 64 
Plums eee eee eee ese e oat ” a | — 
Strawberries... - - - coe} - _— — 
Unenumerated ... - ee re) ” 973 1,573 
Hay ... ee oo ee - ' sol ae. 493 | 1,054 
Straw abe ant ot ant en = 276 | 1,418 
Moss litter oe coe - 2 oe . 1,689 1,297 
ops Ee FE ea > (eile: 2 ee Cwts. 8,750 12,925 
Locust beans oo 80s ose oe a - 580 54,650 
Vegetables, raw :— 
ioOnS se coe ove oe eve .-| Bushels. 116,423 129,619 
Potatoes ie > nao alae ae” eg 61,045 
Tomatoes eee eee eee ee iT) +} 20,790 11,632 
Unenumerated ... 7 _ oe --| Value £ 4,297 3,486 
Vegetables, dried ... oe ce coe ee Owts. 4,591 8,888 
reserved by canning ... one ae ae - 8,408 2,984 
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GOVERNMENT PUBLICATIONS. 


TRADE RETURNS OF THE UNITED KINGDOM. 


The Monthly Accounts relating to the Trade and Navigation of 
the United Kingdom for the month of November, 1908, have been 
published. The accounts, which are issued on the 7th or 8th of 
each month, may be purchased at a cost, in the present instance, 
of 1s. 4d. per copy, either directly or through any bookseller, from 
Messrs. Wyman & Sons, Fetter Lane, E.C., and 32, Abingdon 
Street, S.W.; or Messrs. Oliver & Boyd, Edinburgh ; or Edward 
Ponsonby, 116, Grafton Street, Dublin. 

Attention is further called to the fact that two volumes and a 
Supplement of the “ Annual Statement of the Trade of the United 
Kingdom with Foreign Countries and British Possessions” for the 
year 1907 have been issued, and may be purchased at any of the 
addresses enumerated above at a cost of 5s. 7d. for the first volume, 
3s. 4d. for the second volume, and 3s. 10d. for the supplement. This 
publication, which contains much more detailed and exhaustive in- 
formation than can be given in the Monthly Accounts, gives in the 
first volume abstract tables for the years 1903-1907, and detailed 
statements of imports and exports of each article (from and to 
each country), in the second volume details as to Oustoms 
revenue, transhipments and articles in bond, with particulars of 
the trade of the United Kingdom with each foreign country and 
British possession, and of the trade at each port of the United 
Kingdom, and in the Supplement abstract and detailed tables 
showing countries of consignment of imports and countries of 
ultimate destination of exports. 


BOARD OF TRADE LABOUR GAZETTE. 


The “ Board of Trade Labour Gazette”* is published by the 
Board of Trade on the 16th of each month. The following are 
among the more important articles which appear in the December 
issue :—State of the Labour Market in November; Course of 
Wages and Prices in the United States; Accidents to Railway 
Servants; Compensation for Industrial Diseases; Labour Statis- 
tics of the United Kingdom; Recent Cases under the Conciliation 
Act. 





FOREIGN OFFICE REPORTS. 


The following is a réswmé of the contents of Consular Reports 
of the Annual Series issued during the past week :— 


No. 4,176. Trade of Bangkok in 1907. 


Imports and exports. Financial condition of local 
Rice and teak trade. trade. 
Competition with British Shipping and navigation. 
trade. Railway and motor com- 
munications; roads and canals. 
Map of Siam. 





* It can be purchased through any newsagent, price ld, 
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Government Publications. 





No. 4,177. Trade of Switzerland in 1907. 


Trade movement; Customs Limited liability companies ; 
revenue ; financial prospects. foreign capital. 

Swiss National Bank. Notes on principal industries. 

Agriculture. Commercial travellers ; Cus- 

Population and industries ; toms clearance of samples, 
labour organisation. Openings for British trade. 

Navigation of the Rhine Notes on imports and ex- 
from Strasbourg to Basle. ports; trade with United 

Railway development. Kingdom, India, Australia and 

Canada. 


Reports from Consuls and Vice-Consuls at Davos, Berne, 
Lucerne, St. Gall, Basle, and Geneva. 


COLONIAL OFFICE REPORTS. 


The following reports have been issued by the Colonial Office 
during the past week :— 
592. East Africa Protectorate, 1907-8. 
‘593. Bechuanaland Protectorate, 1907-8. 


OTHER GOVERNMENT PUBLICATIONS. 


Registration of Firms Abroad. Reports from Colonial Governors, 
the Government of India and His Majesty’s Representatives Abroad 
on Laws and Regulations in Force in British Colonies and Possessions, 
in British India and in Foreign Countries respecting the Registration 


of Commercial Firms. Cd. 4420. Price 1s. 6d. 


This publication contains copies of reports that were asked for 
by His Majesty’s Government, in June, 1906, at the instance of the 
Board of Trade, on the subject of the laws and regulations in force 
in British Colonies and Possessions, in India and in the various 
foreign countries, governing the registration of commercial firms, 
with especial reference to the question whether such firms are 
required to register the names of all responsible partners and of 
persons who are authorised to sign and act on their behalf. Copies 
and translations of certain of the laws referred to are printed in 
the appendix. 

From the replies received it appears that all the foreign countries 
concerned have legislated on the subject, with the exception of 
Abyssinia; that there is no law in force requiring firms to register 
in British India ; and that the following Colonies have no legislation 
on the subject:—Barbados, Bermuda, British Central Africa, 
British Guiana, British Honduras, Cayman Islands, Cyprus, 
Dominica, East Africa Protectorate, Falkland Islands, Fiji, Gambia, 
Gibraltar, Honkong, Labuan, Leeward Islands, St. Helena, Sierra 
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Government Publications. 








Leone, Somaliland, Southern Nigeria, Southern Rhodesia, Straits 
Settlements, the Transvaal, Trinidad and Uganda. The Governor 
of the Bahamas states that the only Act in force in that Colony 
dealing with the subject is an obsolete Act of the year 1861—* An 
Act to authorize the formation of partnerships with limited 
liability,"—-and that it does not appear that any firm has ever 
been registered under its provisions. 


Board of Agriculture and Fisheries. Ayricultural Statistics, 
1907. Vol. XLII. Part IV. Colonial and Foreign Statistics. 
With Index to Vol. XLII, [Cd. 4445.] Price 6d. 


This is the fourth and final part of Volume XLII. of the 
annual Agricultural Statistics published by the Board of Agricul- 
ture and Fisheries. It comprises particulars, in continuation of 
those given for many years past, of Colonial, Indian and Foreign 
Agriculture, and it also contains, as did the corresponding 
Statistics for 1906, tables relating to the official prices of 
agricultural commodities in certain countries. Statistics for 
Great Britain, Ireland, and the United Kingdom respectively, 
compiled as nearly as possible on the same plan as those given for 
the Colonies and foreign countries, are also (for convenience of 
comparison) included in this part of the report, although some 
of them have already appeared in Part I., published in January, 
1908. 





COLONIAL OFFICE REPORTS. 


The following Reports relating to H.M. Colonial Possessions, issued 
since the lst January, 1908, may be purchased from Messrs. Wyman & 
Sons, Fetter Lane, E.C.:— 








No. Place, Price, 
| Annual— 

553 st. Lucia, 1906-7 ... we sen io sia so 2d. 
554 | Southern Nigeria, 1906 ie BY BW on oie |= Rae 
555 | St. Vincent, 1906-7 gee eee sce ove soe) RR 
556 Basutoland, 1906-7 ide aint ioe aan one 3d. 
567 | East Africa Protectorate oP ve ie pe en 3d. 
558 Uganda Protectorate me si aa i sie kn 
559 Swaziland, 1906-7 ai poe _ ust wee én 1d, 
560 | St. Helena, 1907.. see ants din iat ae eco | Oa 
561 | . Ceylon, 1907 vee +e avs c0s® oe 3d. 
562 Falkland Islands, 1907 . vei tue one oad sai 
568 Gibraltar, 1907 ... nak eae me ‘es wie con't Bae 
564 | Ashanti, 1907... 2d. 
565 Report of the Colonial Survey Committee, 1907-8—Surveys 

of British Africa, Ceylon, and the Federated ainind States ls. 10d. 
566 Northern Territories of the Gold Coast, 1907 a 2d. 
567 Seychelles, 1907.. “di ‘ op in 1 


568 Bermuda, 1907 ..,, one ste ” jan ‘an atl 2d. 
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No. Place. Price. 
Annual —continued— 
569 Weihaiwei, 1907 ... 13d. 
570 Hong Kong, 1907 2d. 
571 Malta, 1907-8 ... | Qad, 
572 British Honduras, 1907.. 2d, 
573 Gold Coast, 1907 4d. 
574 Nyasaland Protectorate, 1907-8 3d. 
575 Bahamas, 1907-8 sie es .| Sd. 
— Cyprus, 1907-8 ... .| 4d. 
576 Gambia, 1907... | 2d. 
577 St. Vincent, 1907-8 __.. | 2d. 
578 Turks and Caicos Islands, 1907, | ld. 
579 St. Lucia, 1907 ... m ” 3d. 
580 Fiji, 1907 . .| 2d. 
581 Mauritius, 1907 heb ; a. | 6d. 
582 Straits Settlements, 1907, | 5d. 
583 Southern Nigeria, 1907.. Bid, 
584 Report on the Work of the Imperial Institute, 1906 and | 
1907... ’ . | 4d, 
585 Barbados, 1907-8 | Dad. 
586 Somaliland Protectorate, 1907-8 2d. 
587 Trinidad and Tobago, 1907-8 . 34d. 
585 Sierra Leone, 1907 ‘dh phe 5d. 
589 British Guiana, 1907-8 . 4d, 
590 Grenada, 1907 ... 3d. 
591 Leeward Islands, 1907- 8 2d, 
592 Kast Africa Protectorate. 1907-8 oe 23d, 
593 Bechuanaland Protectorate, 1907-8 ... ld. 
Miscellaneous— 
45 Kast Africa Protectorate: Geology . 6d, 
46 Northern Nigeria : Mineral Survey, 1904-5 (Se cond Report) 2d. 
47 Northern Nigeria : Mineral Survey, 1905-6 son 24d. 
48 Nyasaland Protectorate : Mineral Survey, 1906-7 23d. 
49 East Africa Protectorate : Veterinary Department, 1906-7 34$d. 
50 British Cotton Cultivation ... Ss .. | 2d. 
5] Southern Nigeria : Forest Administration, 1906... .| Ba. 
52 South Africa: Native Education (Part 111.—Education in | 
the Protectorates) ... «Bad. 
53 East Africa Protectorate : "Veterinary Bacteriological | 
Work, 1907-8 . A ld, 
54 Newfoundland : Report by the Governor on a Visit to the | 
Micmac Indians at Bay D’Espoir .. we ow. | 2d, 
55 Cape Colony : Rietfontein Area | 2d, 
56 Turks and Caicos Islands: Salt Industry | 23d. 
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Confidential Information. 


The Commercial Intelligence Branch of the Board of ‘I'rade has 
for several years been in the habit of forwarding to Chambers of 
Commerce for the confidential use of their members, but not for 
publication, information (chiefly as to openings abroad for British 
trade) to which it has appeared desirable in the interests of 
British trade to draw attention confidentially. The plan met 
with general approval, and last year, in order to attain more fully 
the purpose of the Board, namely, to reach all British manufac- 
turers or traders interested, it was decided, on the recom- 
mendation of the Commercial Intelligence Committee, to sup- 
plement the above-mentioned system by opening at the Com- 
mercial Intelligence Branch, 73, Basinghall Street, E.C., a 
Register of British firms who might desire to receive confidential 
information relative to their respective trades. The Register was 
opened in January, 1907, and a considerable number of British 
firms have since applied and had their names entered. 

British firms desiring to have their names entered on this 
Register should fill up and forward to the Commercial Intelligence 
Branch a form of application, copies of which may be obtained 
at the offices of the Branch. 

The admission to the Register, as well as the retention upon it, 
of any firm is at the discretion of the Board of Trade. 

No charge is made for information supplied, but every firm 
admitted to the Register is required to become a subscriber to the 
“ Board of Trade Journal” (and: to register as such with the sale 
agents, Messrs. Wyman & Sons, Limited, Fetter Lane, London, 
K.C.), in order to ensure that those who are desirous of receiving 
such confidential information should first be in possession of all 
the official information relating to their particular trade which 
is published in that Journal. The annual subscription to the 
Journal, including postage, is 15s. 2d. 

The present scheme is provisional and experimental, and its 
continuance and future development will depend on the results of 
experience. 

Note.—Apart from the special Register, the Branch is always 
ready, as far as possible, to answer enquiries on specific questions 
in the interest of British trade. 
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Commeroial Intelligence Branch of the Board of Trade. 


The Intelligence Branch of the Commercial Department of 
the Board of Trade (73, Basinghall Street, London, E.C.) is 
intended to be a centre at which information on all subjects of 
commercial interest shall be collected and classified in a form 
convenient for reference, and at which, so far as the interests of 
British trade permit, replies shall be given to enquiries by traders 
on commercial matters. On application being made to it either 
personally or by letter, the Branch supplies, so far as is possible, 
information with regard to the following subjects, viz. : Commercial 
Statistics; Matters relating to Foreign and Colonial Tariffs and 
Customs Regulations; Lists of Firms Abroad engaged in particular 
lines of business in different localities; Foreign and Colonial 
Contracts open to Tender ; Sources of Supply, Prices, &c., of Trade 
Products ; Forms of Certificates of Origin ; Regulations concerning 
Commercial Travellers, &c., &c. 

There is a Sample Room at the offices of the Branch, where, in 
addition to samples illustrative of reports of H.M. Consuls or of 
the Correspondents or Special Commissioners of the Board of 
Trade, specimens of special interest that may be received from 
India, the Colonies, &., are exhibited from time to time. 

The Governments of "Canada and Queensland have established, 
in proximity to the Commercial Intelligence Branch, at 73, Basing- 
hall Street, special offices for dealing with trade matters (see below). 

The “ Board of Trade Journal” is the principal medium through 
which intelligence collected by the Commercial Intelligence 
Branch, and intended for general information, is conveyed to the 
public. The “Journal” is issued weekly at the price of 3d. All 
applications respecting subscription, or the purchase of single 
copies, should be addressed in London to Messrs. Wyman & Sons, 
Ltd., Fetter Lane, E.C. ; in Edinburgh to Messrs. Oliver & Boyd ; 
and in Dublin to Edward Ponsonby, 116, Grafton Street. Copies 
may also be obtained from Messrs. G. Street & Co., Ltd., 30, 
Cornhill, E.C. 

All communications intended for the Commercial Intelligence 
Branch of the Board of Trade should be addressed to: The 
Director, Commercial Intelligence Branch, Board of Trade, 73, 
Basinghall Street, London, H.C. 





Colonial Trade Enquiry Offices. 


Trade Enquiry Offices are maintained in London by certain 
Colonial Governments at the following addresses :— 

Canada . 73, Basinghall Street, E.C. 

Australian Commonwealth 72, Victoria Street, S.W. 

New Zealand... ... 18, Victoria Street, S.W. 

Queensland a ... 78, Basinghall Street, E.C. 

Victoria ... 142, Queen Victoria Street, E.C. 

New South Wales ... 123-5, Cannon Street, E.C. 

South Australia.. ... 28, Bishopsgate Street Within, E.C 

Cape of Good Hope ... 98, Victoria Street, S.W. 

Natal... ... 26, Victoria Street, S.W. 
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